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EWANEE 
B9ILERS 


Eliminate Smoke—Cut Coal Bills 


The thick clouds of smoke pouring from stacks are good fuel 
wasted — because smoke is nothing but unconsumed fuel. 


Kewanee Smokeless Boilers 

4 > Zs PS .4 7 are correctly built to burn any 
Ny coal completely. So, there 
wr x Te can't be any smoke. That 
Zoe means a Saving of thousands of 

dollars for the building owner. 


And every Kewanee Boiler is 
built of steel —riveted. A form 


of construction which has 
stood the test of time. And 


4 a aan Phas _—»,, = = this extra life built into all 
Gm ait 9 Ff 2 i. Kewanee Boilers means extra 
fe a a I money saved by the owner. 


KEWANEE BOILER COMPANY KEWANEE, ILLINOIS 


Atlanta, Ga. Cincinnati, Ohio ———_- BRANCHES -———_ New Orleans, La. San Francisco, Calif 
Birmingham, Ala. Cleveland, Ohio Philadelphia, Pa. Seattle, Wash. 
Boston, Mass. Dallas, Tex. El Paso, Texas Los Angeles, Calif. Pittsburgh, Pa. Spokane, Wash. 
Charlotte, <<. Denver, Colo. Grand Rapids, Mich. Memphis, Tenn. St. Louis, Mo. Toledo, Ohio 
Chattanooga, Tenn. Des Moines, Iowa Indianapolis, Ind. Milwaukee, Wis. Salt Lake City, Utah Toronto, Ont., Can. 
Chicago, Ill. Detroit, Mich. Kansas City, Mo. Minneapolis, Minn. San Antonio, Texas New York City, N. ¥. 


STEEL HEATING BOILERS, RADIATORS, WATER HEATERS, TANKS AND WATER HEATING GARBAGE BURNERS 
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7 Attempt the end and never stand in doubt; 

l, Nothing so hard but search will find it out. 
—Herrick. 

eS) 


On June 5, 1810, the first house in the Oregon country 
was completed. It was a crude affair but remarkable, 
when we consider the poor equipment and crude ma- 
terials with which the pioneers were supplied for 


at building. 

of 

r It was a hard struggle even for those sturdy people but 

es the reward was worth it. 

1S It’s that way with everything—long, hard struggles 

nN toward any reasonable goal are always worth while. 

r Your struggle for a reputation and a comfortable 
income in the selling of plumbing service and equip- 

d ment will be far easier if you take on the VOGEL 

1 line of Frost- Proof Hydrants and Closets. 

ra if” 

r. 


Try selling a few of them— 
they sell easily and require 
no service —the profits are 





yours, permanently. 


Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 


RS 
ANN i 
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N every section of the country Wolverine 

Plumbers’ Brass Goods and Specialties 
are giving satisfaction. Goods that have 
passed rigid inspections — branded with 
Wolverine, and packed complete, ready for 
installation in Wolverine labeled boxes. 


Back of Wolverine products is the Wolver- 
ine policy of Direct-To-The-Trade Service— 
guarding against possible substitution of 
unknown or unbranded goods and assuring 
permanent protection to the Master Plumber. 


We Sell the Retail Plumbing Trade Exclu- 
sively. 


WoLvVERINE PRass Works 


GRAND RAPIDS MICHIGAN 
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ONLY THE BARBER-GREENE HAS THE VERTICAL DIGGING BOOM AND THE OVERLOAD RELEASE 


- 


Lay 7 


Digging Sonar an 


= ASSOCIATION. 





—— Hotel Sherman | 





ARBER-GREENES earn profits for plumbers on 
the jobs that used to bring only grief and expense— 
digging sewer and water laterals. 
The Barber-Greene Vertical Boom digs straight down 
—flush with the building. It walks straight out to the 
walk or curb — jumps it — goes straight down on the 
other side — and ends up flush with the main trench. 
And Barber-Greenes dig stubs with the same speed 
and versatility. 
As for speed — a Barber-Greene cut 41 service laterals 
—each 18’’ wide, 7’ deep, and 15’ long—in 6 hours and 
10 minutes. 
As a result, Barber-Greenes are changing service lat- 
erals from a source of grief into a source of profit for 
plumbers. Find out about them. 


and Stubs—at a Profit 


From cover to cov 
this book is packea 
full of pictures and 


cost records that are 


worth a lot to anyone | 


interested in cutting 
ditching costs. Its 
name 1s ‘‘Ditching 
Snapshots and Rec- 
ords.”” A postcard 
will bring you a copy 
by return mail. Send 
today. 


BARBER-GREENE COMPANY, 408 W. PARK AVE., AURORA, ILLINOIS 





Barber-Greene Ditch er 3 


Representatives in 50 Cities 





DISC FEED LOADERS VERTICAL BOOM DITCHERS 
STANDARDIZED PORTABLE AND PERMANENT BELT CONVEYORS 
SNOW LOADERS CAR UNLOADERS COAL LOADERS 
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The picture shows a Peerless floor-type Unit 
Heater used by the Barber Asphalt Company. 
When this picture was taken, a thermomeier 75 
feet from the heater registered 68 degrees, with 
the outdoor temperature at 15 degrees above zero. 


Which Unit Heater ? 


Suspended 
or Floor Type? 


Unit Heater this Company recommends— 

suspended type or floor type. The answer is 
that it depends upon the job in hand. Peerless 
Unit Heaters can be furnished either way, or with 
special inlet ducts for drawing fresh air from out- 
of-doors for mechanical ventilation, or with any 
similar special equipment that may be required. 


Grit Heate a contractor asks which type of 


Peerless engineers will gladly cooperate in choosing 
the best type of Unit Heater for any particular job. 
If the heating contractor prefers, this Company will 
furnish data which enables him to make up floor 
type Units on the job, simply constructing sheet 
metal ducts with standard Peerless Heating Units 
at the top. 








The Company’s position is the same as regards 
high velocity and low velocity Unit Heaters. 
Everything depends upon the requirements of the 
job, and either type or a medium speed can be 
furnished. Our aim is to cooperate in a helpful 
way with heating contractors and others interested 
in this work, and the results of thirteen years experi- 
ence with heating-ventilating units are available 
to all customers. 





Write for the Peerless Unit Heater Catalogue. If 
you'd like to see our local representative, please so 
state. 


Peerless Unit Ventilation Co.,Inc. 
Skillman Ave. and Hulst St. (D) 
Long Island City, N. Y. 


Offices in Principal Cities 
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Tank Fittings 


PARAGON Tank Fittings have retained for many 


years the approval and the patronage of people who 
refuse to be satisfied with anything short of the best, on 
the INSIDE as well as on the outside of plumbing fix- 
tures. The Paragon precept ‘‘Quality Always” is a 


sure guide for your choice of tank fittings. 


Fig. C-511 


This Paragon Offset Ball Cock fits all tanks 
but is designed particularly for tanks having 
supply close to corner. The bronze seat is 
renewable without disturbing supply connec- 
tion. The lead refill prevents splitti-g or 
corrosion. Fig. C-520 with brass reful can 
be furnished if preferred. 


The Paragon Flush Valve has deep throat 
and perfectly machined seat. Shank has 


beveled rubber gasket and heavy lock nut. 
The Paragon Double Acting Tank Lever has 
long been known for continuous easy opera- 
tion. 

All these fittings are cast red brass. 

Write for Folder on the complete line. 


Order through Your Wholesaler. 
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Ske CENTRAL BRASS % Co. 
PARAGON DIVISION CLEVELAND O. 
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Mississippi 
River Boat Days 


The days of the old river boats have passed. Newer, faster 
means of transportation up and down the Mississippi have 
been developed since those picturesque pre-Civil War days 
when boats like the “Kate Adams” were common sights at 


the cotton wharves of the South. 


The year 1856 saw nothing but these old boats in operation. 
It saw, too, America’s first cast iron boiler built by Wm. 


H. Page.’ 


Boiler building, like river transportation has been ‘steadily 
developed since those early times. Today, Page boilers rival 
in efficiency and economy, those new freight and passenger 
vessels that had their beginning in the river boats of ‘56. 


Write for full information concerning 
“The Distinguished Service Line’’ today. 


The famous story, “Uncle Tom’s 
Cabin” was enjoying its first 
great conquest when the first 
Page Boiler was built in 1856. 
The illustration above is from 
the Universal Film Corporation's 


picturization of the great classic 


THE WM. H. PAGE BOILER COMPANY 


Makers of a Complete Line of Round and Square Steam and Water Boilers 


General Offices: 200 Madison Avenue 


New York Warehouse: Bush Terminal 


Branch Offices and Warehouses: Boston, 123 Beverly Street; Cleveland, Rose Building 
Factory: Meadville, Pennsylvania 
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F or Greater Service to You= 


The McRae & Roberts Co., 
Michigan Lubricator Co. 
and Standard-Peninsular Brass Works 





General Brass 
Company Line 


Bath Faucets 


Combination Sink MERGE TO FORM 


Faucets 


Basin Faucets General Brass Company 
Sill Faucets 
Boiler Drain Faucets The consolidation of The McRae 
ay ay pean (@ Roberts Co., Michigan Lubri- 


C ion Faucet < 
ompression aucets cator Co., and Standard -Penin- 
Gemnmmnntnnstiengt sular Brass Works which was 


Wastes completed recently means some- 


Ground Key Bibs thing BIG to you. 


Ground Key Stops 
Brass Pipe Fittings It means first of all, a greater 
Gas Service Cocks service to the plumbing and 
heating industry in the produc- 


Hot Water Radiator tion of compression and ground 

Da a key plumbing brass goods, radia- 

viremia cacoianghtonsein tor valves and heating accesso- 
Packless Radiator Valves » . . “ . " 

ries, including boiler trimmings, 


Globe Valves ‘ 
saat Cilia air cocks and gas stove cocks. 


Check Valves : . 
sical With added manufacturing fa- 


Sight Feed Oilers cilities, and impr oved, up to date 
Lubricators methods, the new company Is 1n 


Oil Gauges a splendid position to serve you 
Steam Gauge Syphons in a wider and more comprehen- 


Gauge Cocks sive scale. 
Water Gauges 








Compression Stops 























Carrying a large and complete stock on hand 
the new company will be in position to 
Gas Hose Cocks ship a high percentage of orders from stock. 


Stove Cocks 


Hot Plate Cocks GENERAL BRASS COMPANY 


Gasoline Sediment (Formed by The McRae & Roberts Co., Michigan Lubricator Co 
f and Standard-Peninsular Brass Works) 

Traps & Strainers 
100-146 SOUTH CAMPBELL AVE. DETROIT, MICH. 
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Three Types of Hotstream 


Kerosene Water Heaters 
Supply Every Home Need 


“20 K. W.” is the size for average homes, “20 G. K.” 
for larger requirements, and “Twin K. W.”—double 
the capacity of “20 
K. W.” for supply- 
ing even greater 
quantities of hot 
water. Allarealike 
in quality and type 
of construction— 
all have the scien- 
tifically designed 








SUT pe 






Quadruple Coils of Copper 


All have the patented Kerogas Wick Type Burner— 
all deliver hot water on the first circulation. 


Another special advan- 
tage of Hotstream 
Quadruple Coil con- 
struction is that each 
coil is connected to the 
brass manifold with 
union connectors, thus 
making the replace- 
ment of any coil a very 
simple matter. 


Hotstream is the only Water 
Heater licensed to use the 
nationally known 


PATENTED 


KEROGAS 


“" BURNER “™ 


Now is the time to get 
more than your share 


of the Kerosene Heater 
Business by selling 
Hotstream. 





Seo 


THE HOTSTREAM HEATER COMPANY 


t 

' 

‘‘Makers of Heaters That Heat’’ 

} CLEVELAND, OHIO 

BRANCH OFFICES: 

‘ 627 Washington Blvd. 269 W. Richmond St., 509 Wilcox Bldg., 1045 Wayburn Ave. 
N y } Chicago, Ill. Toronto, Ont., Canada Los Angeles, Calif. Detroit, Mich. 

' 6314 Musgrave St., Rialto Bldg., 1715 California St., 210 E. 45th St., 

a Philadelphia, Pa. San Francisco, Calif. Denver, Colo. New York City 

| 711 Dekum Bldg., 238 Main St., 426 Trust Bldg., 

Portland, Ore. Cambridge, Mass. El Paso, Texas 


Manufacturers of a Full Line of Gas and Kerosene Heaters— 
Standard, High Grade Products Built to Give Lasting Satisfaction 

















When You 
Think of Gibraltar, 
Think of “Riverside”! 


In designing the “Riverside” 


Copper Boiler, we had “Strength 


and Safety” in mind. The “River- 
side” is strong where other boilers 
are weak, namely, in the bottom, 
and by putting in a reinforced 
bottom we have also made the 


Riverside” Safe. 


To back up our belief that 
Strength and Safety are built into 
the ““Riverside’’ we enclose with 
each crate a “20-Year Guarantee 
Certificate” to the House-Owner. 


Your jobber will be glad to give 
you prices and any information 
you desire. 


See him today! 


RIVERSIDE BOILER WORKS, Inc. 
CAMBRIDGE, MASS. 


New York Office: 210 East 45th St., John G. Kelley 


“RIVERSIDE” COPPER BOILERS 
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To The Plumbers & Steamfitters of the U. S. A. 


Fellow Citizens: 


/ Not long ago I wrote you that I was on my way to the 
dentist's, and that I would tell you how I came out, if 
I did. Well, sir, I thought I knew something about 
pA eal veer doing a job of plumbing, but I had never been personally 
Heben mange plumbed before. All I've got to say is, that I would 
Vee Gan be drilled tor a -hate to be a sink. If a sink suffers anything like I 


e specified. Bender can ‘ . : : A z 
er ae open side viee or did, then we ought to give it cocaine. The first thing 


bench vise. he did was to drill, and when he asked me if it hurt, 


With Legs and No. 10 Self- and I said no, he seemed to be disappointed. 
— $15.35 
e eoeeesereees 00 


With Legs, but without Then he hit something. I think it was a live wire. 

Vises, Net each 12. Anyway, I began to give off sparks like a pin-—wheel, 
When he had made a hole, that if it was in the pavement, 
would start indignant motorists writing to the paper, he 
filled it full of cotton (gun-cotton, I guess) and 
told me to come back Thursday. I suppose then he is 
going to blast. Well, I've told my lawyer to fix every-— 
thing up, and am trying to get all set for whatever 
may happen. 


I hope you will keep right on buying Nye tools. I have 


NYE No. 51—Chain Vise fixed it so that whatever little income there is will 
Capacity % to 24 inches 


aA handy, compact litte vse, pomossg go to the wife and children, and the factory will go 


hile of ane 


right on running, and making the best plumbing tools 

penceet wee on earth even if I shouldn't happen to be on earth 

above the ben chy rath th fone 4 myself. I am not going to leave my friends, the plumb— 
oe. ae ~_. ers, flat on their backs, even though that is the way 
kas Quaventesd the dentist leaves me, —— and I know you will cuss 

yourself out of any prospect of getting to heaven if you 


use cheap, old-fashioned tools. 
NYE RATCHET REAMER I want you to think about me next Thursday. I am going 
to eat a hearty breakfast of ham and eggs that morning, 
because I have read in the papers that that is what all 
Ere a the other condemned men do.’ But I think I will eat a 
he, blades which are firmly im- little garlic with it, too —— not because I like garlic, 
n ti t " 1 . . . . 
h  A GA Dy of but because I don't like dentists. If that bird is 
eat .erade alloy steel obtainable. going to give me gas, I am going to give him a little 
at ee ee ck ee gas myself. He will think he is back in the front-line 


ee S Sie Wee sentiets 6B Te trenches, and I wish to goodness he was. 
Net Price 


Remember me Thursday. I tell you what let's do, that 
will be better yet! Let's everybody send me an order 
Thursday. If my friends come through, maybe I will 
come through myself! 


Hopefully yours, 


~ Co i np 1927 by H G.N 
Nye Bit Brace Reamer OPyTIBAl rights reserved. Ay 7. ne 
Reams from \% to 1% inches inclusive 


i Net is made json f inoeret Gheak 
ch will fit any standard bit brace rop . . i 
from the highest grade alloy tool steel OTHERWISE KNOWN AS 


tempered of pLjby i, ts THE NYE TOOL & MACHINE WORKS 
— MANUFACTURERS OF HIGH GRADE PIPE TOOLS 


List P, - - = ‘ . ve 
juan enamel 2 4120-30 Fullerton Avenue Chicago, Illinois 
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Raising Water 


2000 Years Before Armstrong Pipe 
Threading Tools made it easy 


The first of a series From the transportation of water in 250 B.C. to the modern pipe 
of advertisements ; : i 

on the history of line, the screw thread has been an important factor. The earliest 

onemes record of the screw was the water screw invented in Egypt about 

250 B.C. by Archimedes. It was used for the irrigation of the 

fields and for drawing water out of mines and the holds of ships. 

In the water line of today, the screw thread is used for the pur- 

pose of joining the pipe. By the use of Genuine Armstrong 


Pipe Tools, one can be sure of leak-proof joints, 


Order from your jobber. 


a cky— 
Think How i oainett 


” pie The Armstrong Manufacturing Co, 
Our Only Addresses: 


Main Office and Factory: Bridgeport, Conn. 
New York Office: 181 Lafayette St. 


Tools t ; 
ehreading Wor 
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The ROBRAS -« TWENTY TWENTY 


Robras Twenty Twenty a brass radiator 20% the size 
and 20% the weight of an equal cast iron radiator. 


“You Can Set Up 


Twice as Many in the Same Time” 





In the first place, a Robras 20-20 brass radiator weighs only 
20% as much as an equal cast iron radiator. 

That is, sixty feet of Robras 20-20 weighs only 48 lbs. 

Then the Robras 20-20 is only % the size. 

So of course it is a cinch to set up. 


As you know, it’s now remodeling time, so tell house-owners 
about these Robras 20-20s. 


They can save space and get more efficient heat. 


Show them how these radiators can be concealed behind 
grills in walls and under stairs or in novel cabinets. 


Made of welded brass, they are practically indestructible. 
Just what architects and owners have been waiting for. 


Your name sent to us will bring you a booklet with full 
information. 


Fall! | Hh a 
wall i! ES 





CORP 


ROME B SS RADIATOR 
OR ON 


ATI! 


1 East 42nd Street ‘s 3 New York City 
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5) Tar — 


Def Dreamer Demon 1s thinking— 


The ‘‘Humans” were more delighted than surprised to find our treasure on their radiator and they’re 
singing the praises of their discriminating janitor. They call it a Dole Syphon Air Valve and mention 
one dollar and fifty cents ($1.50) as mighty cheap for such heavenly comfort. 
I’ll be punished if our own gang didn’t have a ‘Florida feeling” two minutes after the steam was turned 
on. Seems the valve lets the air out but whenever the steam reaches that float, the liquid inside expands, 
the Sepirege bulges and the pin is neatly seated, so that steam stays in and any stray 
water quickly syphons itself away. 
The‘‘Humans’’ are basking and the janitor is figuring the coal saving—taking the credit, 
human-like, for our treasure. He’s going to slip a “Dole Syphon on every radiator first 
thing tomorrow. OK with us, we’ll be comfortable all over now. Great things—treasures! 


THkiny 


\ 
\ 








Automatic Non-adjustable 
All Metal ) Thermostatic 


bs) 49s O)\Pallavalalss 


The Dole Valve Company, 1913-33 Carroll Ave., Chicago, IIl. 
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Four-Tube Landon Radiator Six-Tube Landon Radiator 


LANDON RADIATORS are the ideal heating medium. 
They are unusually strong in construction, have ample 
passages inside and arrive on the job with clean and 


entirely smooth surfaces. They are made in the most 
modern manufacturing plant in the country. 


The Landon Invisible Shield is a compliment to the line 


of Landon Radiators. It becomes an integral part of 
the radiator and materially increases its heating effi- 
ciency. It discharges the warmed air outward and into 
the room away from the walls and hangings. 


IMMEDIATE DELIVERY OF FOUR AND SIX- 
TUBE 38-INCH, 32-INCH, 26-INCH AND 20-INCH 
HEIGHTS. 


LANDON RADIATOR CO. 


North Tonawanda, N. Y 


Write for the Landon Catalog 


JANDON RADIATOR COMPANY [NC. 
NORTH TONAWANDA, N. Y. 


Name 





Address 


City 
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F ANYTHING will 

make a man mad, it’s 
work on fittings and in 
close quarters—unless he 
uses Williams’ ‘Falcon” 
Drop-Forged Pipe and 
Fittings Tongs. 





The “Falcon” is designed 
for just such jobs. It has 
a single, reversible jaw 
with a row of continuous 
teeth across its center por- 
tion. Just the thing for 
work on flanges, coils and 
fittings. 
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| BESET 


Its proof-tested, CERTI- 
FIED chain grips pipe like 
a long lost brother and 
hangs on till you release it. 





Soe aE 


It has a reputation in the 
— = plumbing field for depend- 


FST RTP eee ements aA 


a eee 
aT 


. able service that is hard to 
Cable Chain equal. 


Get Williams’ “Falcon” 
on the job TODAY. To- 
morrow you'll wonder how 


you ever got along with- 


5 aisle: Sow. dake outit. Ask for new catalog. 


2 
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J. H. WILLIAMS & CO. 
: “The Wrench People” 
TRADEMARK 3| NewYork BUFFALO Chicago 


WILLIA 


























RIOR DROP-FORGED To 


“FALCON” 


PIPE AND FITTINGS TONGS 
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BORN of 25 years of engineering skill, dependable quality and uninterrupted service. 
Years after installation FROST QUALITY is reflected in performance and beauty. 

Our reputation of today is the result of many years of “Keeping faith.” 


Specify FROST Equipment if You Demand the Best 
THE FROST MANUFACTURING CO. KENOSHA, WISCONSIN 
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NICE AND SOFT— 


Midland All Lead, One Piece 
Roof Flashings are given the pref- 
erence by plumbers all over the 


country. Their reputation is due 


to definite superiority in materials, 
workmanship and design. 


When you install a Midland All 


Midland Roof Flashings are made 
from the best grade of virgin soft 
pig lead. We could save money 
by using reclaimed lead from old 
battery plates, junk lead pipe. 
etc., and sell you a flashing for 
a few cents less. 


But—we couldn’t sell you a flash- 
ing that you could install with 
the assurance that it would give 
lifetime service. 






Lead One Piece Flashing you are 
through with it. It will last as 
long as the roof on which it is 
used. 









MIDLAND METAL MEG. CO. 


KANSAS CITY, MO. and *NEWARK, N. J. 


*Newark plant manufacturers Roof Flashings only 


BEWARE OF IMITATIONS 


2 4 
; LOOK FOR THE YELLOW LABEL || 

S) 
¢ ¢ 


AND MIDLAND NAME ON EVERY 
FLASHING. 


“MIDLAND” th MT ROOF FLASHING 


MIDLAND METAL MANUFACTURING GO 
ere mesoves 











All Lead — One-Piece 


The equipment for producing MIDLAND flashings has been fully protected by U. S. Letters Patent 
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@Belween Ourdselres. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


T HAS BEEN SAID MANY TIMES THAT A 

happy medium must be reached for a real success 

at anything. Of course there may be many di- 
vergent theories as to what a success is, but nearly all 
will agree that it is not entirely monetary. Time is one 
important factor of success, and the way we use it will 
be one of the things that will make or break us. I 
know some master plumbers who spend all of their 
time working with the tools on the theory that they are 
saving the wages of a regular journeyman, and there- 
fore making more money. Others I have known, do not 
work with the tools but spend all of their time out on 
the job supervising. A member of a third group is one 
who has so much office work to do 


what the English language was many, many years ago. 
Slowly but surely the language became shorter and 
simpler, and we can all remember how President Roose- 
velt advocated not only a more simplified system of 
spelling but also a phonetic system. The same principles 
of simplicity have spread into other things besides spell- 
ing, and the plumbing business has been no exception 
to that tendency. Of course, in the plumbing business 
we cannot make things too simple mechanically, or we 
will endanger the health of the people, but we can sim- 
plify the business in the matter of estimating, and that 
simplification will be of value to us. R. M. Starbuck, 
Jr., writes this week on the subject of “Sanitors Sim- 

plified Practice,” a subject which is 





that he not only cannot get out on the 
job to supervise, but can’t get around 
to solicit new business, as he is tied 
to the apron strings of his desk. 
What the latter man needs is an 
office manager. “Perhaps You Need 
an Office Manager” is the title of an 
interesting and timely story on the 
subject of how a master plumber’s 
time might be more profitably spent. 
With an office manager, a plumbing 
and heating contractor can arrive at 


that happy medium so desired by 
most of us. He can leave the office 


4.—What 


in office? 


in the morning with the assurance 
that things will be run as he would 
like it. At the same time he can go House? 
out on the job and see that the me- 
chanical part of his business is going 
through with all the speed and ac- 


page 102. 








Do You Know— 


1.—What are the two 
Frincipal types of traps? 


2.—What is a flux? 


3.—How many vitreous | 


china closet bowls were sold 
in the U. S. in 1926? 


president of : 
the N. A. M. P. died while then in most cases condemned as 


5.—Who invented the 
O. S. distributing tee? 


6.—When was the first 
bathtub put into the White 


Answers will be found on 


of interest to anyone who has to do 
any estimating. The article explains 
some of the simplified methods of 
estimating, and shows which are the 
most practical. 


EW DEPARTURES IN 
every line of endeavor are con- 
stantly coming into use. Novelties 
are first taken up only as such, and 


being impracticable. Later they are 
put into common use and accepted as 
an integral part of our lives. The 
duty of any business paper is, among 
other things, to keep in touch with 
ali of the new ideas which are brought 
out in its field. “Your Weekly” has 
the reputation for keeping everything 
new in the plumbing and heating field 








curacy necessary to a good job with 

arightful profit. A man who does a volume of $50,000 
or more per year is too big a man to spend part of his 
life as a clerk, even if he is working on his own business. 
How much more profitable it would be to hire someone 
else to do the detail work and get outside yourself. 


‘Then you will be able to attend to the bigger matters of 


office work, the supervision of the mechanical part of 
your business and to soliciting new business. If you 
do a volume that large, it will pay you to read this 
article and see how it will profit you to consider seri- 


ously the idea of hiring an office manager. 
HE TENDENCY OF THE MODERN AGE 
seems to be to simplify nearly everything that comes 


into our lives. If one should get hold of a copy of 


Chaucer’s poems in the original manuscript, he will see 


before its readers. The week’s new 
plumbing and heating patents appear in every issue. 
They may seem impractical as you look at them, but 
you can figure that nearly every modern piece of plumb- 
ing and heating equipment looked impractical at the 
time it was first brought out. These patent pages may 
look like dull reading, but in truth there is a lot of 
romance between their lines. And you can see what the 
improvements in the field are likely to be. Getting the 
earliest information on a subject is rarely harmful to 
anyone interested in that subject, and we are all na- 
turally interested in plumbing and heating. Read these 
patent pages. They are really very interesting. 


Your Zaller 
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STATLER HOTEL, BOSTON 
WAS ANOTHER BIG JOB WHERE 
“TOLEDOS’’ WERE USED EXCLUSIVELY 





Boston’s new Statler Hotel illustrated above was another 100% Toledo job. C.H. 

Cronin of Boston was the plumbing contractor, and John Danforth Co., of Buffalo, 

the heating contractor. Both used the ““TOLEDO”’ No. 1000M, illustrated below, 

to handle the small sizes of pipe, and ‘‘TOLEDO”’ geared tools and Power Drives 

for the large sizes above 2 inches, because experience had proven that this equip- 
ment cannot be duplicated for efficiency. McCarthy & Ford of 
Buffalo were the electrical contractors, and they, too, used 
“TOLEDO” tools and Power Drives. 


A remarkable silent testimonial for the efficiency of ‘“*TOLEDO”’ 


equipment. Whether it is the big job or small one you cannot 


beat ““TOLEDOS” for results. - 


If You Buy by Comparison You’ll Buy a 


x pel 


THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 
“Toledo” No. 1000M 


threads, cuts, reams 1/2’ to NEW YORK OFFICE: 72 LAFAYETTE STREET 
2” pipe easily, rapidly and 


efficiently, the machine 
that gives results. 
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Dealing in Oil Burners 


HE OIL burner industry is like other industries 

in that it represents a manufactured product which 

provides a service to the public and which must 
be sold so that a profit will accrue to manufacturer, dis- 
tributor and user. There are the problems of production; 
there are the problems of distribution; and there are 
the problems of service. How well they are met deter- 
mines the business success of all concerned in the three 
phases of the industry. And if the manufacturer is not 
right, the dealer can not function successfully; if the 
dealer is not right, the manufacturer finds his efforts 
frustrated. 

It is too true that many manufacturers, attracted by 
what looked like a new, quick way to riches, have put oil 
burners on the market which failed to live up to the 
daims made for them. Their one purpose evidently was 
to get as many as possible sold, and keeping them sold 
was a secondary issue. Suspicion on the part of dealer 
and public has been an inevitable reaction to such poli- 
cies, of course, and its traces still linger. Unfortunately, 
ithas been directed not alone at those guilty of such prac- 
tices but at everyone in the industry. 

Many plumbing and heating contractors have had ex- 
periences arising from such contacts that have led them 
to say they are through spending their money to experi- 
ment some manufacturer’s oil burner. Many others have 
had very successful experiences with oil burners. The 
thing to remember is that some manufacturers have suc- 
cessfully passed through the many and costly troubles 
incident to the sudden expansion that all new and rapidly 
growing industries fall heir to, and they are in the busi- 
ness to stay. They have spent considerable time and 
money in research and experimentation, have accepted 
proper responsibilities, and are turning out equipment 
which, properly installed and serviced, will do the job it 
should do. The right kind of dealers can safely take on 
their lines. From the right kind of dealers the public 
can safely buy their burners. 

There is ample proof, though, that all of these manu- 
facturers have not yet found the right kind of dealers. 
Their big problem now is distribution. We quote from 
a report at the recent annual oil burner convention that 
“the dealer mortality and turn-over within the oil burner 
industry has been, and still is, too high.” From another 
Part of the same report, we quote that “the ignorance of 
tlementary principles of heating on the part of the 





dealer” is responsible for many of the major troubles in 
the oil burner industry. That, of course, can hardly refer 
to the plumbing and heating contractor. But it does 
bring the subject of dealers directly to the plumbing 
and heating contractor. 

Dealer mortality and dealer incompetency are things 
for the manufacturer to reckon with. Strong dealer 
outlets are his big hope for future success. He can not 
be activated in his efforts to line up dealers by a desire 
to sell large volume in a hurry. He has proved the fail- 
ure of that. Sound marketing looks to the long future, 
not to the present only. 

The plumbing and heating contractor represents a 
desirable outlet for an oil burner manufacturer. A good 
oil burner represents a desirable line for a plumbing and 
heating contractor. It is time, therefore, for the two to 
get together and to stick together. Where they have, 
and policies have been right, both have profited. 

There has been too much of the dealer who will sell 
a burner anywhere and promise anything just to make 
a sale—too much of him for the good of the manu- 
facturer, good of the right dealer and good of the 
public. A heating plant is too essential to an oil burner 
and vice versa to think that the sale and proper service 
of the two can be divorced. A good heating plant can get 
along without an oil burner, but an oil burner can not 
get along without a good heating plant. No wonder, 
then, that dealer mortality has been high when dealer 
qualifications have not included a knowledge of heating 
fundamentals. 

To the manufacturer, then, who is having dealer trou- 
ble, we would recommend a thoughtful analysis of that 
trouble. We are confident that such an analysis will 
suggest a tie-up with dealers who are established, who 
have capable organizations for installation and service, 
who know heat and who sell heat—the plumbing and 
heating contractor. A marketing plan, to bring results 
year in and year out, can not overlook the necessity of 
keeping a product sold by selling it right in the first place. 

To the plumbing and heating contractor who has hesi- 
tated to push what he has thought an unproved product, 
we say that the oil burner, as manufactured and sold 
by the right makers, is no longer unproved. The right 
oil burner of the right manufacturer is a profitable ad- 
junct to the heating business, and every effort should be 
made to keep it in the heating business. 



















































ipe Line Welding 











Fig. 9.—Illustrating use of lever and rope sling for easing pipe line into trench 


PART II 


HERE are devices which have been developed which either alongside the trench or over the trench, with the 
are of considerable assistance in holding the pipe in pipe supported on timbers. The pipe can then be lowered 


line during the tacking operation. into the ditch, where it can be tied onto the main line by 
One device consists of a lower member cut from steel excavating a bell hole and making a tie-in weld. 
plate and bent to the radius of the pipe which extends On small pipe lines a tie-in weld may be made on the 


beyond the end of the pipe to which it is attached. This ground alongside of the trench, or while the pipe is sup- 
extension forms a support for the adjacent pipe, while ported on timbers over the trench, and on account of tne 
the exposed portions of the joint are welded. This bottom flexibility of the pipe and the strength of the welded 
member is quickly adjusted to the pipe by a series of links joints, the pipe can be lowered into the trench progres- 
to which it is attached on one end and with a cam on __ sively. 

the other end, which engages a curved lip on the bottom As this type of weld is made more slowly than a weld 
member, forming a linkage which pro- 
vides rapid adjustment. 

The handle attached to the cam af- 
fords sufficient leverage to draw the 
links firmly together and raise a heavy 
pipe into proper alignment. 











Another device frequently used is 
made from a pair of pipe clamps, to each 
half of which bars have been welded. 
These bars extend a few inches beyond 
the side of the clamp, and near the end 
of each bar on the upper half of the 
clamp holes have been drilled and 
tapped for set screws which are used to 
attach the clamp firmly in position with 
the bottom section in close contact with 
the pipe. The adjoining length of pipe 
is therefore, quickly and accurately 
positioned for welding. 

It is obvious that any scheme for 
quickly positioning the joints so that 
the edges are in proper position will fa- 
cilitate the welding operation and assist 
in producing more satisfactory welds. 





METHODS OF LAYING PIPE 

J HERE it is possible to have fairly 
straight runs, it is advisable to 

make all possible welds on the surface, Fig. 10.—Spanish windlass for easing heavy pipe line into trench 
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made by rolling the pipe, it is advisable 
to have the sections welded in the 
longest possible lengths because this is 
a one-man job, whereas when the pipe 
is being rotated, several men can weld 
simultaneously on the same_ section 
which may consist of many lengths. 


LOWERING PIPE INTO DITCH 

HERE are several methods used in 
= pipe into the trench. One 
that has proved quite satisfactory in the 
case of heavy lines is as follows: Por- 
table steel horses to which are sus- 
pended chain blocks and slings are 
placed in position after the completed 
section of welded pipe line has been 
placed over the trench, supported on 
timbers, and made ready for lowering. 
The slings are then attached to the pipe 
line and the chain blocks are used to 
lower it into the trench. 

Another method is by the use of a 
lever with a rope sling. The operation is 
performed by having a supporting horse 
used as a fulcrum and a lever to which 
arope is attached to the short end. This rope is led around 
the pipe and two or three turns taken around the end of 
the lever to be used as a snubber. The lever is then 
used to raise the pipe off the supporting timbers, and as 
the rope is released the pipe is lowered into the ditch. 
By the use of this system it is necessary to have more 
labor available for a short period of time, but this has 
been found to be quite rapid and satisfactory on the 
smaller lines, 

A method which has been successful on heavy lines 
is by the use of heavy timbers supported on the ends and 
extending over the pipe trench. These timbers are either 























































Fig. 12,—Pipe line threaded through pipe driven underneath roadway 
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Fig. 11.—Driving pipe bit under highway to tunnel for pipe line 


turned at the center or the sharp edges are knocked off 
the corners to prevent chafing of the rope. The end of 
the rope is then attached to the timber with two turns 
and then knotted. The other end is led around the pipe, 
then three or four turns taken around the timber so 
that the strains on each supporting rope are on opposite 
sides of the timber. The lever is used to raise the pipe 
off the sleepers, which are then withdrawn. The pipe is 
allowed to settle into the supporting rope. The turns 
around the timber are used as a snubber for lowering the 
pipe in the ditch. 

There is a handicap at times through being obliged to 
lay a pipe under a street that has been 
newly paved and where the authorities 
will not allow the pavement to be 
hroken. 

This has been done successfully 
¢by the use of a bit which has been 
cut on the ends into saw teeth, the ends 
being protected by welding on tool steel 
or alloy steel to form a hard cutting 
edge. 

The trench excavation is then made 
to the edges of the roadway and 
this bit is driven through with some 
type of a battering ram. A pipe duct 
is then inserted in this opening and the 
welded pipe line allowed to _ pass 
through it. 




















LAYING THE LINE OF WELDED 
PIPE IN SHORT TIME 
N the laying of pipe lines in popu- 
lated areas it is generally customary 
to weld and lay the line as quickly as 
possible, not only on account of the 
hazard of having an open trench along 
the highways, but on account of the 
authorities who issue permits for the 
laying of lines, insisting that the streets 
be opened, the line laid and the streets 
closed within a specified time. Some- 
times not over twenty-four hours is 
allowed. 
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MARKING OF WELDS 
Wy the welding of pipe lines it is customary to employ 






a system whereby the work of each welder can be 
identified at the time of test and, in fact, until the line 
is in the trench and ready for covering. This point is 
sometimes over- 
looked as being of 
no great conse- 
quence. 













































There are vari- 
ous methods of 
marking pipe. 
Some use a steel 
stamp, each letter 
designating a 
welder; others use 
a characteristic 
mark which is 
made by the weld- 
ing on of metal 
from the filler rod 
next to the joint; 
others use paint 
for marking the 
initials of the 
welder next to the 
joint. This latter 
system of marking 
is not permanent, 
and it is some- 
times advisable | 
that the mark = 


welder should be 
a permanent record, available’ for future reference. 

Welded pipe lines laid in trenches at a reasonable depth 
below the surface of the ground are subjected to com- 
paratively small temperature variations, and it is there- 
fore, ordinarily unnecessary to provide for expansion and 
contraction, as slight curvatures up and down and side- 
Ways are usually enough to take care of the slight ex- 
pansion changes 
which occur dur- 
ing the various 
seasons of the year. 
However, it is nec- 
essary at times to 
use expansion 
joints, particularly 
on long perfectly 
straight lines, or 
lines installed to 
handle steam or 
hot liquids and 
gases, or where 
the lines are ex- 
posed to atmos- 
pheric conditions 
as the increased 
variation in tem- 
peratures causes a 
much greater ex- 
pansion and con- 


the necessary pro- 

visions must be made, in a most careful manner. 
Expansion joints are made in various types, such as 

long slip joints which consist of a long section of pipe 

with a smooth machined surface which is inclosed in a 

large section of pipe with some form of stuffing box on 
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the end. This will allow the entire section to move in 
or out without the serious loss of pressure. 

Another type which is used quite extensively on some 
lines is a large “U’” bend which can be welded in the 
line at the proper location, without much trouble, 

Another type is 
a coil made by 
bending pipe in a 
complete circle, 
This method jg 
only used on small 
pipe lines where 
leakage from the 
ordinary expansion 
joint could not be 
tolerated. 


On the installa- 
tion of valves on 
pipe lines, expan- 
sion joints should 
be provided for the 
protection of the 
valve, and_ espe- 
cially if this valve 
is made of cast 
iron. 

The expan- 
sion joint placed 
on one side will be 
sufficient to protect 
the valve from the 
strains set up by 


designating the Fig. 13.—Marking pipe line welds to fix responsibility of welder the expansion of 


the lines. This is 
particularly true if the usual valve box is installed. 


METHODS OF CLOSING PIPE LINE FOR TESTING 


ARIOUS methods are used to close the ends of com- 
i sections of pipe lines preparatory to applying 
the required pressure test. 

One method commonly used where the test pressure 
is high is to make 
a torpedo - shaped 
head which is 
welded to the end 
of the pipe line, 
and after a satis- 
factory test has 
been made _ this 
end is cut off and 
used again for the 
next test. Another 
type is to weld a 
disc on the end of 
a short piece of 
Pipe of the same 
diameter as_ the 
pipe line to be 
tested, and this 
section is welded 
onto the pipe line 
as was done for 
the torpedo type of 


traction for which Fig. 14——Torpedo head closure welded to pipe line for testing head. 


Still another 


method used for applying the two mentioned heads is 
to attach them by the use of a dresser coupling, and 
fasten to the pipe line by special clamps on the pipe 
and head which are connected by bolts to prevent the 
head from being blown off during the test. This type of 
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Fig. 16.—Pipe line 

sealed by means of 

dresser coupling 
for testing 








for Fig. 17.—Portable 
testing equipment 

















































28 





coupling eliminates the welding operations and leaves the 
end of the pipe in condition to weld without any further 
preparation. Another type of head which is commonly 
used is one made from a dresser coupling in which a 
disc has been welded to one end of a sleeve. The other 


end of the sleeve 


DOMESTIC ENGINEERING 


June 4, 1927 


air, and hammering the pipe adjacent to the weld. The 
impact of the hammer blows causes the vibration to 
travel through the pipe, and any weak joints will generally 
show up under this treatment. 

On account of the inability to get a sufficient water 


supply, also the 








is left open to be 
slipped over the 
end of the pipe to 
be tested. The 
sleeve is. drilled 
for about 8% in. 
set screws which, 
when screwed 
against the pipe 
line, prevent the 
head from blowing 
off when the pres- 
sure is applied. 
It will be evi- 
dent that neither 
of the last men- 
tioned methods is 





difficulty of drain- 
age, this method is 
seldom used. In 
the case of high- 
pressure water 
lines, this test is 
very desirable be- 
fore the lines are 


i> 
FE 





turned over to 
be used in actual 
service. 


The method 
commonly enm- 
ployed in testing 
at ordinary pres- 
sures is by the use 
of air pressure and 





applicable when 
high pressures are 
specified. 

There are several methods in use for this testing. The 
hydrostatic pressure with a hammer test is probably the 
most severe. This is made by pumping water into the 
line at a specified pressure, being sure to displace all 


Fig. 18.—Testing pipe line with portable air compressor equipment 


by applying a mix- 
ture of soap and 
water which is 
painted over the joint. A leak will be shown by the air 
bubbles which form on the outside of the joint. This test 
is extensively used and has been found to be quite satis- 
factory. 


Five Points in Ventilation 


Our grandfathers didn’t know much about the various 
elements that make weather or climate, but they had 
many ideas about the effects of different kinds of weather 
on public health. They did not think much about ventila- 
tion, but they were fortunate that the chimney formed a 


natural draft for ventilating the home. Built for carrying 
away smoke and incidentally for the admittance of Santa 
Claus, the chimney rendered another important service, 
that of bringing healthful air in through every crack or 
cranny. 

Now heat runs through pipes instead of coming from the 
stove or fireplace and the chimney ventilates the basement 
instead of the living rooms of the home, so instead of the 
positive ventilation of the chimney, we use the uncertain 
method of opening windows. In instances where 
boards of education are concerned about the health of 
children, electricity is harnessed up to provide healthful 
air in schools. In fact, engineers now hook up electrical 
machinery to manufacture any kind of weather condition 
desired in any building, regardless of what the weather 


is outside. 


a few 


Control is the important feature of mechanical ventila- 
tion. The first consideration is control of temperature; 
the second, control of air change; third, control of relative 
humidity; fourth, control of cleanliness; and fifth, control 
of air movement. It would be as reasonable to attempt to 
control these factors by opening windows as it would be 
to attempt to keep a food store free from bacteria by 
closing them. 

In the beginning, ventilation was largely a question of 
temperature and air change. It soon became evident that 
control of the temperature as indicated on a dry bulb 
thermometer was not entirely the correct index of one’s 


comfort or sensation of warmth. Another factor became 





apparent, namely, the moisture content of the air. As the 
wet bulb thermometer has for years been the means of 
determining the relative humidity, or moisture content 
of the air, it was for a while believed that the human 
body was responsible to temperatures as registered on the 


wet bulb thermometer. 

Recent research work has shown that neither of these 
are correct and that the sensible temperature is based on 
not only dry bulb temperature and moisture content, or 
relative humidity, but also on air movement and the sensi- 
ble temperature comes somewhere between the tempera- 
tures as registered on the dry and wet bulb thermometers. 

There are still other factors, such as cleanliness and 
absence of odors, that should be considered. It is quite 
generally recognized that bacteria and germs would be 
absent from the air if there were no dust particles to which 
they could become attached. 

Dust has other well understood physiological effects on 
the mucous membrane which makes cleanliness of prime 
importance. On the economic side is the savings which 
can be effected by dust elimination. For example, depart- 
ment stores, by elimination of dust, can reduce materially 
the loss due to soiled goods. This is almost imperative 
in libraries, if rapid deterioration of manuscript is to be 
avoided. It is of tremendous importance in many indus- 


trial processes. 

What is the ideal climatic condition for any building 
or home? It is claimed that for people normally clothed 
and slightly active, in still air, the most favorable tempera- 
ture conditions are 68 degrees F. on the dry bulb and 58 
degrees, wet bulb temperature. This corresponds to a 


relative humidity of approximately 55 per cent. Where 


there is slight air movement, the sensible temperature is 
somewhat lower than this, depending upon the air velocity. 
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“| Perhaps you need an 


= Office Manager 





lL on If you are tied to your desk by routine, unproductive work, you need an office manager 


, or 
nsi- 


era. By WILLIAM KRIEGER 


ers. 
and 
att RE YOU desk bound? Every man who is at the head 
‘ee of a growing business becomes ‘“‘desk bound” at some 
nich time. This time is not difficult to determine; all 


the plumbing and heating man has to do is find out how 
much time he spends sitting behind a desk poring over 
books, letters, bills, etc., and how much time he spends 
on the outside looking after jobs and getting contracts 
and new business. When he spends more time at his 
desk than on the outside—then it’s time for him to decide 


' what he is going to do. 
tive Let us take Mr. Average Plumber who does $50,000 


; on 
ime 
iich 
art- 
ally 





» be and more business a year. 
lus- 

ROUTINE OR PRODUCTIVE WORK? 
jing E GETS down to the shop around 7:30 a. m., lays 
hed Hi. the work for the day and sends the men off 
era- to the jobs. Then it’s about 8 a. m., so he turns to the 
+58 books, enters the jobs which were finished the day be- 
0 a fore, and brings the posting up to date. 
ere In the midst of this work, he receives a phone call from 
» is Mrs. Jones who insists that he send a man right away as 
ity. there is a leak that is flooding the place. He tries to be 


calm and explain to her that all the men are out on the 
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job but that as soon as one comes in he will send him 
right over. He makes a note of the order. 

Then he turns back to the books, wonders where he 
left off when in comes Mr. Mailman with the day’s joys 
and sorrows (checks and bills). He finds a couple of 
checks, which cheers him up for the first time that day. 
Some orders broaden the smile but some “stiff” bills 
knock all the joy out of him. A complaint leaves him 
in an ugly mood and some quotations which were higher 
than he expected leaves him in a fine state for Mr. Sales- 
man, who drifts in. 

With the salesman out of the way, he has before him 
a typical I-do-my-own-plumbing customer who wants a 
couple of ells, some pipe—enough stuff to do a job. Per- 
haps he will even try to borrow some tools! 

With a sigh of relief as that very profitable individual 
disappears through the doorway, Mr. Plumber pulls out 
the old watch, sees it’s near 11 o’clock, so he endorses 
those checks and wends his way toward the bank. 

Just as he is about to enter he meets Charlie who knows 


more about the Giants than John J. himself. After 


Charlie has explained why the Giants aren’t this year’s 
champs, he at last finds himself in line before the receiving 
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teller’s window. That done; it’s near 11:30—too late 
to go out on the job so it’s best to go hack to the shop 
and to work on some bills. 


AFTERNOON—AND NO PRODUCTION 
WELVE o'clock; he starts on his way home for an- 
| pos one of those good meals. At the table he re- 
members that one of the men needed some material and 
he promised he’d have it on the job that morning, so he 
gulps down his food, not heeding advice to ‘‘eat slow 
and for heaven’s sake chew your food.”’ 

He’s all in a huff and a hurry until he gets to the whole- 
sale house where he meets some of the boys exchanging 
old time tales. He slows up considerably, enough to tell 
‘em how he did this or that. 

At last he manages to break away from the boys 
and gets the material on the job. He resolves to go from 
one job to another and see how things are getting along 
when like a flash he remembers that he has to send Smith 
& Smith a check to get under the wire on the discount. 
Tomorrow will do, he thinks, as he dismisses it from his 
mind. Then he remembers that the 
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Just what does an office manager do? Broadly speak- 
ing, he takes full charge of the office and does all office 
work. The contractor looks after the outside work keep- 
ing the jobs moving and getting new ones and doing such 
office work as an office manager cannot do, estimating from 
plans, ete. 

The most important duty of an office manager is to 
keep a set of books which will show the condition of the 
business, whether it is making or losing money. From 
them he prepares trading and profit and loss statements 
which show that result. Also, he prepares the statement 
showing the business assets and liabilities—that important 
statement which determines the plumber’s credit rating 
and whether or not he gets that loan at the bank. 

He also checks incoming bills with the material delivered 
slips and verifies the prices. Then he sees to it that they 
are paid on time. 

He keeps cost records of each job showing the material 
and time used on it and whether it was done at a profit 
or a loss. 

He keeps inventory of the materials and tools 

haps a perpetual one. 


-per- 





Brown estimate must be completed to- 
night; old man Brown insisted on hav- 


: . es you desk bound? zsks Mr. 
me It takes time to de- 
velop business, and the man who 
is tied to his desk by work that a 
clerical man could do is allowing 
unproductive work to interfere for 
with the growth of his business. If 
you [feel that you are neglecting 
productive work, get an office man- 
eger is Mr. Krieger’s advice 


Krieger. 
Back to the shop and figures, he finds 
himself re-checking the list, applying 
overhead and profits. He calls a couple 
of wholesale houses on the phone to 
ask quotations or perhaps to get a figure 
on some special fixture. 
Then he drags out the old typewriter 
and pounds out the estimate one letter 


He does the banking for the firm—de- 
posits the checks, makes up the pay- 
rolls, sends out checks and o. k.’s the 
bank’s statements. 

He writes every letter that goes out 
of the office—sales, collection, request 
quotations, answering complaints, 
etc. He prepares advertisements for 
newspapers, dance programs, etc. 

He may even go out and sell! How- 
ever, that is usually not expected of 
him. He does do the showroom selling 





at a time. That takes some time and 





patience. After wasting several 
perfectly good letterheads the estimate 
glows at it with pride. 

While at the machine he might as well answer some 
of those letters so he keeps on struggling until they’re 


done. 

Sees the children coming home from school, scratches 
his head while he looks at his watch and realizes that it’s 
three o’clock and not much done yet. 

At last he leaves the shop to see what’s doing on the 
outside, how the men are getting along and whether they 
need anything. ; 

Five o’clock ends the day with a lot of work done but 
not much accomplished. 

Most of the day was spent at work which another man 
could do at a considerable saving while he—the head of 
the business—-was out calling on architects, builders, 
home owners—creating business—looking after the out- 
side interests. 

A contractor won’t get business by waiting for the 
business to come to him. He must go out after it. And 
he can’t go out after it by sitting all day behind a desk! 

Sitting behind a desk is really the work of an office 
man, a man who receives considerably less than a plumber. 
The plumber who puts in most of the day in his office is 
doing an office man’s work—an office manager’s work—and 
getting paid twice what it is worth. If he stuck to the out- 
side work he’d earn 100 per cent of his salary and not 
50 per cent! 


some 
is done and he 


WHAT THE OFFICE MANAGER DOES 
N OFFICE manager is trained to relieve business 
A men of all office work and detail while they attend 
to that part of the business which they know best. 
Plumbers know plumbing. Office managers know office 
managing. By each working at his trade and working 
together, better and more work can be accomplished. 


and that is where his real worth to the 
business may be demonstrated, if he has the selling in- 
stinct. 

He interviews the salesmen, business men and architects 
who call and may call on them in relation to business 
matters. 

He will prepare, if he is a wide-awake manager, charts 
showing how much business was done last month, a year 
ago, two years ago. At a glance it can be seen if the busi- 
ness is decreasing or increasing. That is an all important 
factor. Many plumbers can not tell exactly if they are 
doing as much business as the same time last year. If 
this little chart revealed that the business was decreasing 
for that period it would stir up the plumber to go out and 
try to equal or better it. If it showed that it was increas- 
ing—well there is a lot of satisfaction in that! 

An office manager is a combination of many office 
workers—bookkeeper, correspondent, typist, clerk, col- 
lector, salesman, etc. He is the jack of all trades in office 
work. As the business grows he will, of course, have 4 
stenographer or typist to do the detail work. At first, in 
the small business, he must be an all-around man. 

A plumber who has an office manager to relieve him of 
the office responsibilities, can come down to the shop at 
7:30 a. m., lay out the work and see the men off. 


MAKING THE PROPRIETOR’S TIME PRODUCTIVE 
HEN HE can turn to his office manager and sign the 
b iipecy checks and other papers he has ready. That 
done he can leave the office for the morning and go out 
and earn his salary and that of the office manager's. 
He is not bound down to petty office work. He is free 
to go around among business men, builders, architects, 
making acquaintances and friendships that later lead to 
sales. He can go after contracts, plans, see how jobs are 
coming along. That is enough to keep him busy and 
hopping all morning. (Continued on Page 74) 
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Advertising Editorial 


A NEW ONE EVERY WEEK—No. 272 





Three to One 
—unfatr odds against the bathroom 


F THERE are three grown-ups who must be 
on the job at approximately the same time in 
the morning, one bathroom cannot serve them 

without arousing bad humor. And bad humor is 
not a good start for a purposeful day. Permit us 
to study this problem for you. Perhaps the ad- 
dition of shower equipment—perhaps a _ con- 
veniently placed extra lavatory—may solve it. 
Just telephone and let us send a competent man 





When you ¢ 
telephone, to advise you. We are equipped to make such ad- 
a ene he ditions as have been mentioned, or to show you 
“The Story how to fit an extra bathroom into your home. 


of the Bath.” 
Fun and 
fact, health 
and history, (In this space your Name, 
Presented an 

in lees “ . lelephone, and 


ingly. Address ) 


Telephone—no obligation to secure our advice. 








The Time to Advertise 


HE TIME to advertise is as follows: When business is good, and 

when business isn’t so good. A business is subjected to something like 
the banks of a swift-flowing river, which constantly wears away the 
bank at its weak points. Competition (more from other industries than 
our own) wears away the customer's interest in home improvements 
inthe way of plumbing and heating. Change takes people away from 
your community or city. People are under no obligation to return to 
you for service. Advertising will keep your name in their minds 
Tfemind them of good past services. Commence this week to advertise. 
$420 for twelve illustrations. We send the copy each week to you. 
All you do is hand cut and copy to your paper. Order today. 
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GALES LETTER 
One a Week—No. 109 





} OA N BR © WN 
Plumbing : Heating 


Two Rivers, N. Y., 
June 4, 1927. 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

It has been said that many a divorce would 
never have been sought had the little kindly 
attentions been kept up through the years. 

So, too, many a family would live in a 
more friendly atmosphere if some of the an- 
noyances were eliminated. It is important 
that members of the family be at the office, 
or at school, on time. But if there is a daily 
wrangle over who shall have the use of the 
single bathroom first, you can’t expect the 
family to gather around the table for din- 
ner in the evening in a friendly mood. 

It may take very little to get rid of bad 
humor in the morning. An extra lavatory 
conveniently placed may turn the trick by 
relieving pressure on the bathroom equip- 
ment. A shower (which may be added to 
existing bathing facilities) will hurry the 
morning baths. And, of course, an extra 
bathroom would be a complete solution. 

In any event, we’ll be glad to send a com- 
petent man to suggest what might be done, 
at no obligation to you whatever. Just tele- 
phone. 

Yours very truly, 
JOHN BROWN 


Adlet 


ONE A WEEK—No. 128 


F YOU could tefl at just what moment a 

prospect is going to be interested in, or go- 
ing to need, your services, it wouldn’t be diffi- 
cult to be on the job and sell him. But there's 
always someone, somewhere in your community 
in need of your services. That's why consistent 
advertising pays. It’s on the job all the time 
and so is on the job at the right time. Use the 
Adlet, either alone, or in addition to the Adver- 
tising Editorial. Keep your name daily before 
your public—and with the Adlet you can do it 
inexpensively. Copy out the Adlet below, add 
your name, telephone and address and hand it 
to your local paper with instructions to run all 
week. 





g One Bathroom— 
Three People | 


That’s a sure formula for ill-humor 
if the three people have to be at work 
or at school at approximately the same 
time, Let us install a shower, an extra 
lavatory, an extra bathroom, and elimi- 
nate the morning wrangle over the 
bathroom. 
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Fig. 1 


Sanitors 


Fig. 2 


Simplified 


Fig. 3 


Practice 


By R. M. STARBUCK, JR. 


ANITORS SIMPLIFIED PRACTICE” is the name 


“6 given to a system of estimating of plumbing for 
certain common types of dwellings. 

The system is worked out in a looseleaf pamphlet of 
nearly 100 pages, which was copyrighted late in 1926, and 
is the property of M. J. Gibbons Supply Co., Dayton, Ohio. 

In the past two or three years we have considered in 
these articles two other estimating systems, one of which 
is employed by many of the plumbing contractors of 
Cleveland, Ohio. The other system is one to which we 
gave the name of the “Loughlin System,” owing to the 
fact that it was originated as we understand, by James J. 
Loughlin, of James J. Loughlin & Co., Chicago, IIl. 

The Loughlin system was taken up at very great length, 
in the issues of ‘‘Domestic Engineering’’ of August 2, 16 
and 23, and September 6, 1924. 

We found it an exceedingly interesting subject, and at 
that time we did not hesitate to give it high praise. 

The ‘‘Loughlin’” method was designed solely and ex- 
pressly for Chicago installations, but as we stated in our 
discussion, the same method was entirely applicable to 
the work of any other city. 

As we see it, Sanitors Simplified Practice is very much 
the same system or method of estimating applied to 
plumbing as installed in the city of Dayton, Ohio, and no 
doubt works out as well in that city as the “Loughlin” 
method has in Chicago. 

It seems to us that the Chicago requirements were of 
more special character than the Dayton requirements; 
that is, the former included more special types of fittings, 
and for that reason the Dayton system of estimating might 
be capable of use in more cities than the Chicago method. 
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It seems to us that, in order to make either system 
entirely applicable to some other city, it would have to 


be revised to meet local requirements not only in the 
character of work done, but in the arrangement, location 
and even number of fixtures. 

At the time we discussed the Loughlin system, Mr. 
Loughlin wrote us two very interesting letters, and we 
wish to quote from them to some extent, before taking up 


the Dayton method, in order to show something of the 
use and value of such an estimating method. 

OME of the points brought out by Mr. Loughlin are 

as follows: 

“T have long been striving to find a way to shorten the 
time spent in quantity take-off, at the same time trying to 
insure accuracy in quantities and pricing. A few years 
ago I hit upon the idea of adopting a chart system in 
connection with the estimate sheet, and I use this con- 
stantly, enabling me to figure a plumbing job in less than 
half the time formerly needed. 

“In Chicago we have a plumbing code which is adhered 
to by all plumbers. It does not matter in what part of 
the city the work is done, or who the contractor is who 
does the work, the code specifies just what material and 
size should be used for the types of building to be built. 
Thus, while the type and quality of fixtures may be 
changed at will, the roughing-in work being fixed by law, 
never changes. Most Chicago plumbers use the same ma 
terials—therefore, the chart system. 

“I had drawn up a chart for every standard stack and 
supply installation, one for a bungalow, one for a tW0- 


THE “LOUGHLIN” CHART SYSTEM 














— — 





ystem 
ve to 
1 the 
ation 


, Mr. 
d we 
ng up 
f the 


mn are 


n the 
ng to 
years 
m in 
con- 
than 


nered 
rt of 
who 
and 
yuilt. 
y be 
law, 
» ma- 


and 








June 4, 1927 


flat, one for a three-flat, etc. The charts (elevations) 
illustrated the stack and supply risers, and on the charts, 
at one side, was a complete list of every fitting and pipe 
required in the illustration, and beside each item was a 
space for pricing. 
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fittings, piping, etc., on each estimate sheet, and pricing 
each item separately. 

“As the roughing-in materials constitute the bulk of 
estimating, it can be seen that the time consumed in 
quantity take-off was considerably reduced—lI believe al- 
most cut°in half; also the danger of 
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mistakes in a hurried estimate was 


CuostT, Fu0oR Drain, AnD LAUNDRY TUB = LAUNDRY TUB AND FiooR DesIn LAUNDRY JVB reduced. 
P4 PS “As sewer work and basement sup- 
5 2 plies differ greatly in arrangement and 


quantity, I draw a chart of the base- 
ment work to cover the job, then take 
off the quantities, as in the fixed charts; 
then have the quantities priced by the 
office assistant, and the sum total of 
each chart only is carried to the esti- 
mate sheet. The special chart is then 
pinned, for future reference, to the 
sheet on which the estimate is re- 
corded. 

“Where a job is to be figured for 
which we have no fixed chart, we draw 
one as above. 

“The main purpose of writing you 
is to introduce the chart system in 
connection with the estimate sheet, 








Fig. 4 


“The quantities as shown on the charts never varied, 
so that they were printed on the chart, but the prices of 
the material changed with the market, and the price of 
each article was written on the chart in pencil, to be 
erased and revised every time the market changed, either 
by the estimator or office assistant. In this way, the 
charts reflected the true cost of the materials at all times. 

“When figuring a plan, it was only necessary to turn 
to the chart showing the stack and supply elevation cov- 
ering the job, the cost being shown. Only one entry need 
be made on the estimate sheet, that entry being the total 
of the chart involved. This eliminated the writing of all 


and the strongest claim made for it is 
that it reduces greatly duplication of 
entry, is more accurate, and cuts in 
two the time required to estimate a job; also it is safe to 
trust the estimating of a job to an estimator or office 
assistant, and enables the employer to check the estimate 
in much less time than formerly. With the charts and 
estimate sheet it is almost impossible to forget any item. 

“It is my belief that the chart system can be adopted in 
any place, whether there is a sanitary code or not, as 
charts can be drawn to conform to conditions in each 
locality. 

“T believe that any estimate sheet is incomplete with- 
out the chart system to speed up the estimate, and that 
the chart system points the way to progress in estimating, 
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and that a standard estimate sheet can be devised, it being 
necessary only to draw charts conforming to conditions 
in each locality. 

“T have not attempted to touch on estimating labor, as 
this item varies greatly, and must be governed by local 
If this information is of any value to the 


” 


conditions. 
trade, I gladly pass it along. 


CAN BE APPLIED TO ANY COMMUNITY 
T the time we wrote up the Loughlin system of esti- 
mating, we called attention to the fact that this time- 


saving system was capable of being applied to any com- 


Fig. 9 





Fig. 10 


munity, simply by working out the proper elevations and 
lists of material. 

And now what seems to be the same system is being 
applied in Dayton, Ohio. According to a paragraph on 
the title page of the book, it is explained that the book 
has been produced from sketches and lists of material 
made by William J. Yackley, chief plumbing inspector of 
Dayton, who has for years given this subject much thought 
and attention. 

The Loughlin method makes a special point of the 
pricing of all items of material and the Dayton method 


is employed in the same way. 
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Or derdie awelling:, the Water Department wants twe 
weter meters Water supply pipes are Figured on this basis. 
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They judge by 


appearances 


Many home owners judge a plumb- 
ing contractor by the appearance 
of the equipment he installs. The 
question of how the plumbing 


greets the eye is a mighty im- 
portant one for you. 


Jenkins Valves belong naturally 
in the finest-looking plumbing sys- 
tems. They are well dressed 


salesmen for your work, built so 
that their appearance reflects Jen- 
kins standards of manufacture. 
Jenkins Bronze Valves with bronze 
wheels—several finishes afford you 
a selection as follows: 


No. 1—Rough body, 
trimming. 


finished 


ely 
£ 
Ser 


No. 2—Finished all over. 


No. 3—Rough body, nickel plated 
trimming. 


No. 4—Rough body, nickel plated 
all over. 


No. 5—Finished and nickel plated 


all over. 


These valves are typically Jenkins 
and have the strength to remain 


unaffected by pipe strains. 


JENKINS BROS. 


80 White Street New York,'’N.JY. 
524 Atlantic Avenue. Boston, Mass. 
133 No. Seventh Street............... Philadelphia, Pa. 
646 Washington Boulevard................ Chicago, Ill. 


JENKINS BROS., LIMITED 
Montreal, Canada London, England 
FACTORIES 
Bridgeport, Conn.. 
Montreal, Canada 


Elizabeth, N. J. 


Always marked with the” Diamond" 


nkins Valves 


SINCE 1864 
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NESOLV(): 


<a> 
Wetter and Drain 


Pipe Cleaner 


NET WEIGHT 16 OZ 


Manufactured by 
THe CHAMBERLAIN COMPANY 
PittseuURGH, PA- 








DESOLVO [is neededjeven more in the 
summer-time. Its penetrating qualities 
that cut through grease and grime help 
keep drain pipes open and help keep your 
customers satisfied that there is nothing 
better. Sell ’°em DESOLVO—make real 
profit on this handy household necessity. 
Unconditionally guaranteed — more 
power, less fumes, more profits! 


Ask about our 


ine The Chamberlain Company 


Chamberlain . 
Profit-Making Pittsburgh, Pa. 
Products 
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Fig. 14 Fig. 

As a general thing, whenever the subject of labor esti- 
mating is approached, everyone begins to hedge—no one 
wants to come out in the open on the subject, and set 
down in black and white what he considers the correct 
amount of labor to figure on different plumbing jobs. 
Sanitors Simplified Practice, however, has made the labor 
estimate a definite part of their work. We cannot see, 
however, that one using this method should necessarily 
accept the labor estimates as given, for it cannot be 
denied that it is always a variable item. 

We take the following paragraphs from the introduc- 
tion to the Sanitors book: 





15 Fig. 16 


“The aim of this work is to eliminate needless duplica- 
tion and waste of effort on the part of the plumbing trade. 

“First, by establishing standard plumbing layouts and 
lists of ‘roughing-in’ and ‘finish’ material. 

“Second, by including all the possible arrangements of 
plumbing in the ordinary single or double bungalow or 
two-story residences. 

“Third, by endeavoring to approximate the hours of 
labor required to install various types of plumbing sys- 
tems. 

“Fourth, in selecting and making up arrangements of 


(Continued on Page 85) 
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Tennessee to Have State Organizer 


Name of Association 


Convention Changes 


T HE appointment of a state organizer for the purpose 
of enlarging the membership of the association and 
establishing a better relationship between the master 
plumbers throughout the state, was passed on by the 
Associated Master Plumbers of Tennessee in their twenty- 
ninth annual convention held May 16, 17 and 18 at the 
Hermitage Hotel, Nashville. 

The subject was brought up in a resolution which was 
passed advising a retroactive vote to be taken in ninety 
days. Another resolution giving this state organizer the 
authority to accept applications for membership was also 
passed. This resolution provided that the initiation fee 
of $25 be credited to the state organizer for all new 
members obtained. He is also to solicit funds for organi- 
zation work, and any funds collected by him are to be 
turned over to the state treasurer or accounted for to 
him if used for current expenses. The salary and expenses 
of such a state organizer are not to amount to more than 
$10,000. 

The name of the association, which had formerly been 
the Tennessee State Association of Sanitary Engineers, 
was, by a resolution approved by the state officers, changed 
to the Associated Master Plumbers of Tennessee, and an- 
other resolution was passed giving the incoming officers 
the authority to incorporate the association. Three Na- 
tional directors were present at the convention. Frank P. 
Tweedie of New Orleans, La., John J. Vogelpohl of Cin- 
cinnati, Ohio, and Jere Sheehan, Jr., of St. Louis, Mo., 
were the directors who were there to enliven the cere- 
monies. C. W. Wanger of the Woodward-Wanger Co., 
Philadelphia, Pa., Col. William G. Archer and George 
Wilson of the National Trade Extension Bureau were also 


among the visitors at the meeting. 


OFFICERS ELECTED 
A. BURMEISTER of Memphis was elected president 
KE. for the ensuing year, and W. D. Swaim of Chatta- 
nooga was made vice president. James L. Evans of 
Memphis, was re-elected treasurer, and the new secretary 


is R. H. McGuinn. 

Jere Sheehan, Jr., National director of St. Louis, Mo., 
addressed the convention briefly. He told of some of the 
activities of the National Association of Master Plumbers, 
and outlined some of its principles. Mr. Sheehan urged 
the delegates to go on with their efforts to secure fur- 
ther co-operation among themselves, and to drive home 


to the public the im- 
portance of the mas- 
ter plumber’s work. 

Frank P. Tweedie, 
the National director 
from New Orleans, 
told what the Na- 
tional Association 
stood for, and said 
that each and every 
member of the Ten- 
nessee_ association 
must make greater 
and more strenuous 
efforts toward build- 
ing up their associa- 
tion, which in turn 
would make the par- 
ent body stronger. 

“Cut out these petty 

jealousies and squab- 

blings,’’ he said, ‘“‘and F. A. Burmeister, 

let’s all join hand in President-Elect 

hand toward making 

the National Association of Master Plumbers all that 
it stands for.” He then told of the Louisiana-Missis- 
sippi association, and how its spirit of good fellowship 
brought the members much closer together, making them 
look forward to their meetings. He said that ideas were 
always forthcoming from that association’s membership, 
and that a great deal of benefit was derived from the 
discussions of their problems. In closing, Mr. Tweedie 
urged all of the Tennessee members to make an effort to 
attend the National convention, which will be held at 
Minneapolis. 

John J. Vogelpohl of Cincinnati, Ohio, the third Na- 
tional director in attendance, added a little to the other 
remarks of the National directors, and urged the members 
to read their business papers and benefit by the work of 
the National Trade Extension Bureau, which he said was 
for the purpose of helping the master plumber. 

He continued by briefly outlining the history of the 
National Association, telling of some of the troubles it 
had encountered. He also said a few words on the sub- 
ject of merchandising, and emphasized the importance of 


(Continued on Page 55) 
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Delegates and guests at the annual convention of the Associated Master Plumbers of Tennessee 
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A=PAK VALVES 


Never Require Re-packing 


Here is the valve that sprang into popularity 
almost over night. Look at the picture, study the 
details of construction, note how carefully this valve 
has been designed and how sturdy it is built. 


The Sta-Pak has an extremely high lift, a single 
turn of the handle opens or closes it. Efficient manu- 
facturing facilities plus mass production enables 
us to market this valve at a price that is bringing in 
orders. 

Ask your Wholesaler to show you this new valve, 


use it On your next job and remember—a Sta-Pak 
always makes good—it never requires re-packing. 





Wholesalers :— 
STA-PAK VALVES 


are new and different—a high 







quality valve at a price that is 
bringing real volume orders 
rite or wire for details. 


















Michigan Smelting & 
Refining Co. now operating 
Capitol Brass Works 


CAPITOL BRASS WORKS 


MANUFACTURERS OF BRASS VALVES, BOILER TRIMMINGS AND PLUMBERS: BRASS GOODS 


===DETROIT, MICh=>== 
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You benefit ...we 











Wide-scope plans are already launched to make a notable Ideal-ARCOLA sales an¢ 
Sell ARCOLA advertising campaign for the 1927-28 Heating Season. Great pressure is being 
for:— put behind the public marketing program for you—more public good-will—more 
—_ econ human interest—more public buying power, through the prices now lowered in 
Grain neon anticipation of manufacturing volume and quick turnover,—more favorable terms 
Railroad Stations for the public (20% down—a-year-to-pay), relieving you of the financing. 
General Stores 
Doctors’ Offices A huge success—for you! 
Pool Rooms . ; . 
Gas Filling Stations No one is asked to share with us in the First. Displaying samples in your win- 
Lunch Rooms burden of launching the promotional dows. 
i a and advertising expenses—you are not Second. Surrounding the samples with 
ae ieee e asked to cut price of labor, piping the aongen, show-cards and folders freely 
Greenhouses materials, L pigeest or the like. All pe poe 
Attic Playrooms that is asked is your cordial, earnest as- Third. Following + Phe utmost prompt- 
9 ters ed Parlors sistance in making this big selling and "ay by personal tes —, Wd 
ooinouses sos * e owner any additiona eneral infor- 
Dairies, etc., etc. advertising campaign a huge success— mation he pon Macey and xe failing to 
for you—by co-operation in: present him with an estimate. 








The AMERICAN RADIATOR COMPANY is as much a 
merchandising as it is a manufacturing organization. 
That is why you should identify yourself as the ARCOLA 
Distributor in your locality! If you do, each year your 
business will grow and grow. 


AMERICAN RADIATOR COMPANY 


Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, 

Philadelphia, Baltimore, Washington, Richmond, Buffalo, Pittsburgh, Cleveland, 

Detroit, Cincinnati, Atlanta, Chicago, Milwaukee, Indianapolis, St. Louis, St. Paul, 

Minneapolis, Omaha, Kansas City, Denver, San Francisco, Los Angeles, Seattle, 
Toronto, London, Paris, Milan, Brussels, Berlin. 

Makers of IDEAL Boilers, AMERICAN Radiators, ARCO Tank Heaters, VENTO Venti- 


lating Heaters, AIRID Air Valves, MERCOID Controls, and devices 
for drying, humidifying, cooling and refrigeration. 
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Coal Burning ARCO 
Tank—in Six Sizes. 
Advertised prices to 
public, $67 up (freight 
extra). Sold on partial 
payment plan. 














Gas Burning ARCO 
Tank—in Six Sizes. 
Advertised prices to 
public, $53 up (freight 
extra). Easy payments 
—a-year-to-pay. 











Constant automatic hot water. Vitreous 
Enamel. Insulated like a thermos bottle. 


How to Sell TANK Water Heaters 


The surest way to sell goods is through carrying a stock. No business 
can grow big that does not have stocks to show, and from which to make 
instant delivery. Having stock on hand is the greatest incentive, so big 
merchants tell you, to put forth one’s very best efforts to find how and 


where to sell. 


Goods well shown, well advertised, 
and on “A-year-to-pay Plan” 
are 70% Sold 


During the 1927-28 Season we will put 
out a half-billion advertisements (on 
Ideal-ARCO Tanks, ARCOLAS, VECTOS, 
IDEAL Boilers and AMERICAN Radia- 
tors and ACCESSORIES) to tell the pub- 
lic passing the windows of the Trade 
what to buy for domestic hot water 
supply and homeheating. 


















Minneapolis, Omaha, 














Have you ever counted how many 
people are passing your windows in 
a day? Why not arrest their attention 
with samples in your window and 
a display card: “Water—hot and 
plenty—at a few cents per day for 
fuel. $53.00 installed: 20% down. 
A year to pay!” It will lead to sales— 
so be sure to have a small stock on 
hand—to put in quickly while the 
housewife is interested. 


AMERICAN RADIATOR (OMPANY 


Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, 
Philadelphia, Baltimore, Washington, Richmond, Buffalo, Pittsburgh, Cleveland, 
Detroit, Cincinnati, Atlanta, Chicago, Milwaukee, Indianapolis, St. Louis, St. Paul, 
nsas City, Denver, San Francisco, Los Angeles, Seattle, 
Toronto, London, Paris, Milan, Brussels, Berlin. 


Makers of IDEAL Boilers, AMERICAN Radiators, ARCO Tank Heaters, VENTO Venti- 
lating Heaters, AIRID Air Valves, MERCOID Controls, and devices 
for drying, humidifying, cooling and refrigeration. 
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Alabama Association Meets in Birmingham 


S. E. Scholze is new president 


24 opened with local President S. E. Scholze of 

Birmingham welcoming the delegates and guests. 
The invocation was delivered by Rev. John A. Bryan and 
an address of welcome was made by W. E. Dixon, City 
Commissioner, who spoke of the remarkable change from 
a farming state to a manufacturing state taking place 
in Alabama, and told how people from all sections of the 
country were coming to make their homes in Alabama. 
Mr. Dixon said, “What an important part you master 
plumbers have in the upbuilding of the state of Alabama! 
You are always on the job to see that proper installations 
are made and to protect the health of the state in every 
way. Do all you can to see that the law of the code is 
carried out, and be proud that you play such an important 
part in the welfare of the state.’’ 


. LABAMA’S annual convention, held on May 23 and 


NATIONAL DIRECTOR SPEAKS 

T. PERRY, state president, thanked Mr. Dixon 
W. for his welcome and for the interest he is showing 
in the state of Alabama. Mr. Perry called upon Frank 
P. Tweedie, national director, of New Orleans, La., for a 
talk. Mr. Tweedie thanked all and was glad to see so 
many in attendance, and to see so many ladies present. 
He spoke of the state conventions as a clearing house for 
all ideas that have cropped in the past year, and for 
general discussions that should take place for the better- 
ment of the trade. “Organize for your own good,’ he 
urged, “forget petty differences that arise and let good 
sportsmanship and fellowship go hand in hand for your 
own good, and for your business and association.” 

Mr. Tweedie spoke of securing a state code and named 
some of the states that had codes, citing what they had 
accomplished by so doing. He told the master plumbers 
that they could procure the support of the doctors, the 
state board of health, and many others interested in sani- 
tation in getting a state code. 

Mr. Tweedie then outlined the work of the National 
Association in all its phases, and spoke of the trade 
relations committee and what it is doing for the intevest 
of the master plumbers in 
“Be fair with yourselves 
Tweedie. 


troubles. 
said Mr. 
“Figure your cost and see that every job nets 
you a profit. Support your officers and help them and 
they in turn can help you. Create an interest in your 
association, and don’t expect your officers to do it all. 
Put something into your association and you will get 


something out of it.’’ 
£ 
| 
| 
| 
| 
' 


Mr. Tweedie also spoke of the ap- 
Frank P. Tweedie 


ironing out their 
in all your doings,’’ 


prenticeship question and outlined the 
work at Carnegie and other schools 
regarding the training of apprentices. 
He stressed the value of large mem- 
berships to an association, and urged 
the master plumbers to go out and tell 
others what the association was doing. 

E. L. Flentje of the National Trade 
Extension Bureau, was the next 
speaker. He outlined the work and 
organization of the bureau and told of 
its success and its worth to the plumb- 
ing industry, which he said was 
largely due to the soundness of the 
fundamental principles on which it 


was founded. ‘‘No house is 
stronger than its foundation,’’ 
he said, “and no organization 
is stronger than the character 
of its founders. The fact that 
the National Trade Extension 
Bureau exists today, and will 
exist in the future, is an evi- 
dence of the soundness of the 
principles on which its activ- 
ities are based, and a tribute 
to the men who founded it.” 
Mr. Flentje went on to say, 
“The bureau is always open 
to you men, and is always 
willing to help you in every 
way if you will only call upon 
us. Whatever we suggest to 
you has been tried out and proven successful.” He brought 
his address to a close with an urgent appeal for co-opera- 
tion through local, state and national associations and 
through the National Trade Extension Bureau. 

Dr. Murphy of the state board of health made a few 
remarks telling all the delegates that the board was 
ready at any time to go hand in hand to put through a 
state code or whatever they had in mind that would be 
for the betterment of the health of the public and for the 
interests of sanitation. 


8S. E. Scholze 


ACCEPT COMMITTEE REPORTS 
HE following reports were read and accepted: audit- 
ing committee and credentials committee. The legis- 
lative committee did not report in full and asked that its 
report be held over until a more complete one could be 
given. 

J. C. McGrath, of Mobile, told of the activities in that 
city, how they recently reorganized, secured seventeen new 
members, and were making rapid progress. 

Lee Dulion told of the Birmingham association and how 
they, too, were progressing. He said each member was 
informed by letter of the association’s doings and that the 
attendance at meetings was fine. He said that the Bir- 
mingham association was planning on a credit bureau. 

W. A. Finley of Birmingham spoke of the evening ap- 
prentice classes in that city and said that any apprentice 
in a shop was welcome to join. So far this year there 
were 15 boys in training and everything pointed to 4 
larger class next year. 

The election of officers resulted as follows: President, 5. 
E. Scholze, Birmingham; vice president, Lee Dulion, Bir- 
mingham; treasurer, Chris Bailey, Montgomery. The sec- 
retary will be appointed later, as will the board of direc- 
tors. The following delegates to the national convention 
were designated: E. Spangler, Birmingham; Jack Rey- 
nolds, Gadsden; Chris Bailey, Montgomery; J. C. McGrath, 
Mobile; Larry Leahy, Mobile. 

Short speeches were made by the incoming officers and 
all pledged their support to the association and asked it 
to support them in their work for the interests of the 
association. Mobile was selected as the next convention 
city. The meeting came to a close with a vote of thanks 
to the outgoing officers and to Mr. Tweedie and Mr. 
Flentje. 

(Continued on Page 59) 
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[Mhousands and thousands of people 

daily pass this corner—one of the world’s 
busiest thoroughfares. Many, no doubt, stop 
and peer up in wonder at this magnificent 
structure, the achievement of a great pro- 
ducer’s lifetime ambition—the realization of a 
boyhood dream. Towering far into the air, 
truly it represents a monument to the motion 
picture industry—a magnificent photoplay 
house and office building—constructed of the 





finest materials of the present day and age. 
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NEW YORK CiTY 


Plumbing Contractor: 
George E.Gibson Co.. New bork Gity 
Heating and General Contractors: 


Here, famous architects and expert engineers 
put into its plan and erection all the experi- 
ence and genius at their command. Here, a 
combination of quality materials and me- 
chanical make-up will back the luxury and 
beauty it offers with its service for many | years 
tocome. Again, as in many other of America 

outstanding buildings, “NATIONAL” was 
used for the major pipe tonnage, another 
proof of “NATIONAL” Dependability — the 
only pipe made by the Scale Free Process. 


NATIONAL TUBE COMPANY, PITTSBURGH, PA. 


District Sales Offices iz The “Larger C 
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PARAMOUNT BUILDING 


Architects: CW&G.L.Rapp. Chicago, /L. 


Thompson-Starrett Company, New Mork City 
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The ‘‘new’’ Walworth STILLSON is not 
new in any sense of design or mechanical 
construction. The betterment consists 
solely in a new cycle of heat treatment 
which has greatly increased the Wal- 
worth STILLSON’S resistance to strain. 


Its astonishing strength has been 
proved by a recent test of 14-inch 
wrenches as shown above. All the 
wrenches tested, except the ‘‘new’’ 
STILLSON, began to bend at 800 pounds. 
‘Wrench A’’ was badly bent by this 
weight. At 1000 pounds ‘‘Wrench B”’ was 


THE TEST THAT FAILED 


(We hadn’t enough weights to bend the Stillson) 





Imitation 


Wrench “B” 














WALWORTH 
STILLSON 














At 1500 Ibs. the new Walworth Stillson 
was still straight and strong 








useless. At 1050 pounds the jaw of 
‘‘Wrench C’’ snapped off. 


But at 1500 pounds the ‘‘new’’ Wal- 
worth STILLSON was still straight and 
strong. The test failed at this point be- 
cause we ran out of weights. The Wal- 
worth STILLSON still held on as if 
nothing had happened. 


So this test will have to be ‘‘continued 
in our next’’ after we have collected 
enough avoirdupois to make some im- 
pression on the old Walworth STILL- 
SON’S new constitution. 


WALWORTH | 


Walworth Company, General Sales Offices: 51 E. 42nd St., New York 
Plants at Boston, Mass., Kewanee, Ill., Greensburg, Pa.; and Attalla, Ala. 
. . - Distributors in Principal Cities of the World... 

Walworth Limited, 10 Cathcart St., Montreal, P. Q. 

Walworth International Co., New York, Foreign Representative 
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First section of group photograph of delegates and guests in attendance at the annual Oregon convention 


Oregon Re-elects C.J. Kelly President 


Many attend thirty-seventh annual meeting 
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held its twenty-seventh annual convention at 

Salem, Ore., May 20 and 21. Among the dis- 
tinguished visitors were National President Albert J. Wil- 
son of San Francisco; Ralph D. Evans of Salt Lake City, 
Utah, president of the Salt Lake City association; Alvin 
W. Bahn, formerly of Chicago; W. J. Ashwell of Seattle, 
Wash., past president of the Washington state associa- 
tion; J. N. Belanger of Seattle, secretary of the Seattle 
association, and B. Joseph O’Donnell of the National 
Trade Extension Bureau, Evansville, Ind. 


Only one resolution was adopted by the convention, it 
having been received through the mail from Secretary 
William G. Bergner of the National Trade Extension 
Bureau. This resolution was similar to the one adopted by 
a number of other state associations at their conventions, 
endorsing the efforts of the General Federation of Wo- 
men’s Clubs, that in the next government census the wom- 
en of the country be given recognition by being listed 
as Home-Makers. It was also unanimously voted to levy 
a $5 registration fee on all delegates attending future 
state conventions. This was done to make it possible for 
the smaller towns to hold the conventions without too 
much of a financial burden. Another important step taken 
by the convention was the decision to secure an executive 
secretary. The incoming officers were instructed to ap- 
point such a secretary, his offices to be maintained in 
Portland. 


‘Tv Oregon State Association of Master Plumbers 











Top row: Albert J. Wilson of San Francisco, Calif., president 

of the National Association; Mrs. Charles J. Kelly of Port- 

land; Charles J. Kelly of Portland, re-elected state president. 

—Bottom row: T. J. Rowe of Portland, re-elected state treas- 

urer; G. C. Lorenz of Klamath Falls, re-elected state vice 
president 


National President Wilson was elected to an honorary 
life membership to the Oregon association in appreciation 
for his attendance and help at the convention. 





Second section of group photograph of delegates and guests in attendance at the annual Oregon convention 
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In selecting water pipe— 
consider the water supply 


ATERS may be divided into two 


general classes—corrosiveand high- 
ly corrosive. In the highly corrosive 
group the most common are ground 
waters from shallow dug wells, tubular 
wells, filter galleries in lowlands or along 
river beds,colored surface waters of peaty 
origin, filtered waters of high permanent 


The tests proved conclusively that an 
alloy subsequently named Anaconda 
Red-Brass, containing between 80 and 
85% copper, is the most durable of any 
corrosion-resisting pipe commercially 
obtainable. Anaconda Red-Brass Pipe 
possesses great strength and the ability 
to render continuous service at full ca- 
pacity under severe condi- 





hardness, and sea water. 


In orderto determine the most 
durable pipe for conveying 
unusually corrosive waters, 
The American Brass Com- 
pany conducted a test on cop- 
per and fifteen different cop- 





Water conditions have 


been studied in various lo- 
calities throughout the 
country, and we shall be 
glad to furnish detailed in- 
formation on this subject. 


tions of use. 


The American Brass Com- 
pany therefore recommends 
Anaconda Red-Brass Pipe for 
service lines and where water 
conditions are unusually cor- 








per-zinc alloys. These metals 
were subjected to the constant action of 


polluted sea water at a temperature of 


70° F., for a period of ten years. 


rosive. Regular Anaconda 


Brass Pipe is recommendedas entirely sat- 
isfactory for the great majority of installa- 
tions where water conditions are normal. 


THE AMERICAN BRASS COMPANY 


GENERAL OFFICES: WATERBURY, CONNECTICUT 
Offices and Agencies in Principal Cities 
Canadian Mill: ANACONDA AMERICAN BRASS LIMITED, New Toronto, Ontario 


ANACONDA BRASS PIPE 
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THE NEW OFFICERS 

J. KELLY of Portland was re-elected president of 
_ the association for the ensuing year. G. C. Lorenz 
of Klamath Falls was re-elected vice-president and T. J. 
Rowe of Portland was re-elected treasurer. Charles Full- 
man of Portland was appointed secretary by President 
Kelly. The president will also appoint seven zone directors 
to take charge of work in various parts of the state. 


PRESIDENT WILSON TALKS 

N addressing the meeting President Wilson warned the 
| association members to be on their guard so as not to 
allow the material end of the business to get out of their 
control. He said that during the past year between $500,- 
000,000 and $700,000,000 worth of plumbing material 
had been sold and installed by master plumbers, point- 
ing out that they hold the strongest position in the build- 
ing trades today. Mr. Wilson stated that a great number 
of general contractors are trying to cut in on the master 
plumbers’ business by buying their plumbing material 
direct from the jobber, and that some few jobbers are 
encouraging the practice. President Wilson told of con- 
ditions among master plumbers before the organization 
of the National association and warned the members that 
if they do not fight every agency that is trying to cut in on 
their business they will soon find themselves to be nothing 
but labor agents. He added that the general contractor and 
supply house do not want the labor end of the business 
as they realize there is no profit in labor and no one ex- 
cept the master plumber can come anywhere near to 
figuring labor correctly. 

He pointed out that plumbing material can not be dis- 
played and sold the same as dry goods and furniture, and 
that the public does not expect to buy it in that manner. 
He said that the master plumber is the one who is held 
responsible for the proper installation of plumbing ma- 
terial and that he should not install any material that he 
does not sell. He divided the plumbing industry into the 
three great divisions: Manufacturer, jobber and master 
plumber, 

President Wilson told of the various national commit- 
tees and explained in detail the work they were doing. 
He emphasized the democratic policies of the National as- 
sociation, stating that every member has an equal vote 
and derives equal benefits from the association, but added, 
“you only get out of your association what you put into 
i” 

He told of the formation of the Trade Relations Commit- 
tee and said that its report will be the most important 
one at the national convention. In closing he invited all 
to attend the national convention at Minneapolis, Minn., 
and told of the work being done by National Director 
William J. Lang, of Chicago, to make this year’s conven- 
tion the greatest ever held. 
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Top row: S. V. Pollitt of Portland, retiring secretary; C. J. 
Dondero of Portland; W. J. Ashwell of Seattle, Wash., past 
president of the Washington state association; J. N. Belanger 
of Seattle, secretary of the Seattle association.—Middle row: 
S, A. Murhard; H. T. Sherriff, executive secretary of the Port- 
land association; Alex. Muirhead; all of Portland.—Bottom 
row: W. T. Finnigan and F, W. De Temple, both of Portland; 
David 8S, Williams, president of the Portland association 


DELEGATES RECEIVE HEARTY WELCOME 

HE meeting of the convention were held in the audi- 
T torium of the Chamber of Commerce building and 
Mayor T. A. Livesley, of Salem, gave the hundred or more 
guests a hearty welcome to the city. In his welcoming 
address he referred to the plumbers as men who have 
done more for the health of the public than any other 
class of men. E. O. Pratt, president of the Salem associa 
tion, and Mrs. Stephen J. Pollitt of Portland, president of 
the state auxiliary, also welcomed the delegates. Presi- 
dent C. J. Kelly and vice-president G. 0. Lorenz re- 
sponded. Carl Christensen, sales manager of the Washing- 
ton Iron Works, Los Angeles, Calif., talked briefly on the 
handling and installing of pottery and enameled iron 
ware. 


B. JOS. O'DONNELL ON “PROFIT” 

JOSEPH O’DONNELL of the National Trade Exten- 
B. sion Bureau spoke at the afternoon session. Tak- 
ing as his subject ‘Profits’ he told of the many helps 
offered by the bureau, all of which are for the benefit 
of the master plumber, and which, if used, will help him 
make a profit in his business. He advised the master 


(Continued on Page 50) 
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This is the 
advertisement 
appearing in 
current 
national 
magazjnes 








Oil Heating Institute 
National Advertising Reaches 


1,146,476 
Readers of 








) 
| Saturday Evening Post Nation’s Business | 
Good Housekeeping Atlantic Monthly 
House Beautiful Golden Book _ ig 
Harper’s Magazine 
House & Garden : - 
: ? Review of Reviews 
National Geographic Scribner’s Magazine 
Better Homes G& Gardens World’s Work 
Forbes Time 








\ ( 
Helping You to Sell Oil Heating Equipment 


This advertising will make the advantages of may display the Oil Heating Institute emblem. 
oil heating better known to home owners from 


coast to coast. It will make people familiar with Detailed specifications of the leading makes of 


the Oil Heating Institute, and will increase pub- Oil Heaters are furnished in concise form in 
lic confidence in the product of the member the Institute’s new book entitled “Oil Heating 
companies. It will make it easier for you to —The Modern Miracle of Comfort.” This 80- 
sell oil heating equipment. Dealers who rep- page book sells to the public for 10c, but will 


resent members of the Institute will reap the be sent to you free if you request it on your 
greatest benefit from this advertising, for they _ letterhead. 


OIL HEATING INSTITUTE 


350 Madison Avenue, New York City 





| 
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This Is the Emblemotthe 
Oil Heating Institute 
It is the symbol of satisfactory 

public service in oil heating. 
Only the manufacturers who 
are members of the Oil Heat- 
ing Institute are permitted to 
use it. 

These manufacturers have 
earned their membership 
through the enthusiasm of 
thousands of home owners 
whom they have provided 
with efficient and dependable 
oil heating. 

This symbol protects you, and 
it will be protected, on your 
behalf, by the Oil Heating 


Institute. 


Satisfactory Oil Heating Is Here NOW 


04" important announcement 
issued to every home owner 
by the Directors of the Oil Heat- 
ing Institute. 


No modern improvement in the home 
has had such aspontaneous and hearty 
welcome as oil heating. All agree that 
itis most beneficial to the health and 
comfort of every member of the family. 


Oil heating is automatic and uniform. 
It is so clean! So healthful! So steady! 
It more than pays for itself in peace 
of mind. This modern miracle of home 
-.1ulort simply antiquates yesterday’s 
crude, untidy, unsanitary, exasperating 
methods. 


Oil Heating Institute Formed 
in Public Interest 


To give the public a full and accurate 
understanding of the many benefits of 
oil heating, the Oil Heating Institute 
was founded. It is composed of leading 
manufacturers of oil heating equipment 
who have a combined invested capital 
of over $40,000,000. They are well 
organized, soundly financed and thor- 
oughly qualified in experience, technical 
skill and manufacturing ability to render 
permanently satisfactory service to the 
public, 


These manufacturers realize that do- 
mestic oil heating is of nation-wide in- 
terest and importance. Every one is 
seeking to learn more about this 
wonderful home convenience. It is the 
agreed policy of the members of the 
Oil Heating Institute to serve the public 
not only in providing equipment, but in 
assuring permanent heating satisfaction. 
Hence the organization of the Oil 


Heating Institute, not for profit, but as 
a central and unbiased bureau for re- 


search and information. 
Copyright 1927, by Oil Heating Institute 





The Amazing Growth of 
Oil Heating 


Over 500,000 homes now 
enjoy this proved 
convenience 


Oil heating has proved even more 
popular than the automobile. In 
the tenth year of the automobile 
industry, manufacturers placed 
$12,000,000 worth of cars on 
American roads. 


In the tenth year of the oil heat- 
ing industry, just closed, over 
$75,000,000 worth of oil heating 
equipment was installed in Ameri- 
can homes. 


During 1926 alone, approximate- 
ly 100,000 homes were equipped 
with oil heating systems. 


It is estimated that 250,000 do- 
mestic oil heating systems will be 
installed during 1927 in order to 
meet the demand for clean, de- 
pendable, automatic oil heating. 











The chief activity of the Institute is to 


trained in the requirements of satisfac- 
tory oil heating. 


Furthermore, the Oil Heating Institute 
numbers among its associate members 
the leading oil companies which are co- 
operating to deliver furnace oil and fuel 
oil efficiently and economically. 


Leading manufacturers of electrical de- 
vices and automatic control equipment 
are also associate members. They are 
actively engaged in furnishing the most 
efficient and up-to-date application of 
electrical power and automatic opera- 
tion to oil heating. 

This means that these responsible com- 
panies, with their technical skill and 
manufacturing experience, are support- 
ing the efforts of the Institute and its 
members in providing the satisfactory 
equipment and oil heating service which 
are now available. 

The Oil Heating Institute has prepared 
a non-technical 80-page Book which 
contains the latest information regarding 
tested and proved methods of oil 
heating. This book is written by leading 
authorities, and gives complete instruc- 
tions for the selection a oil heating 
pe yan It will be sent to any one 
w 


© returns this coupon, together with 
ten cents to cover mailing costs. 


Send in the Coupon ae mae 











serve as a national clearing house for iH) - 
accurate and helpful information on {| O!LHEATING ||) 
this modern method of heating. | a Ht rs 
The Oil Heating Institute is fully quali- || OF COMFORT ope 
fied to guide the betterment of oil heat- — — & < 
ing service. equipment, ors oy 
The Oil Heating Institute offers the pub- r ye 
lic the benefit of the accumulated ex- a Se Pal 
perience of all its member companies,  S& oe so 
Working with it are international au- ? ot p* cre ae 
thorities on oil and oil combus- 7 os os ae 
tion, specialists in the design at oe MSE 
and ; manufacture of oil o ow 3° of come 
heating devices, and men r y av eee } se a 
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The Hudson Concealed Shower 
ody Features 
1—red brass made from ingot melted electrically 
2—tested against 150 lbs. water pressure 
3—china adjustable flanges with N. P. shanks 
4—non-cemented china handle screwed rigidly 
by china-index button 
5—by-pass connections and union couplings 





— profit-opportunity 
for the plumbing retailer 
—the Kohler Electric Sink. The 
Kohler Time Payment Plan 


makes it easy to sell. 


KOHLER or KOHLER 


Plumbing Fixtures 


MEMBERS 
OF THE NATIOWAL 
TRADE EXTENSION BUREAU 
esas ees 














DEPENDABLE 
Sor PIPE and FITTINGS 


Sanitary Co.of America 
LINFIELD, PA. 


"“TABER 


Automatic Midget 


FLOAT Switce 


The day you install a Taber, 


the day after and for years— 
it will work—without your 
having to send back a man. 
That’s what we mean by qual- 
ity. Be sure—insist on install- 
ing a Taber. 


Write for Bulletin MJ 427 














TABER PUMP CO., BUFFALO, N.Y. N. ¥. Office, Tel. Lexington 8945 
SO 
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Oregon Master Plumbers’ 
Convention 


(Continued from Page 47) 


plumbers to read their business papers, and said that from 
his experience he found every issue of the trade papers 
contained information that could be used to great ad- 
vantage. 

Following Mr. O’Donnell’s talk the remainder of the 
afternoon session was given over to the reports of com- 
mittees. The secretary’s report showed that the associa. 
tion has 165 members in good standing, and the treasurer’s 
report showed that the association is in good sound finan- 
cial position. 

S. A. Murhard of Portland, chairman of the Trade Re- 
lations Committee, read the report of that body and told 
of the practices which are most frequently complained 
about by master plumbers. President Kelly, in his re- 
port of the year’s activities, told of the efforts put forth 
by himself and the other officers to secure the passage 
of certain amendments to the state plumbing code and 
asked everyone to work with the incoming officers when 
they attempted to secure the needed legislation. Presi- 
dent Kelly also explained in detail the accomplishments of 
the various state committees. He told of the excellent 
work of the apprenticeship committee in stimulating in- 
terest in the program. He referred especially to the suc- 
cess enjoyed in Portland, adding that he believed they 
were on the right course. 














ENTERTAINMENT 

HE entertainment committee provided a_ theater 
T party on Friday evening, a sight-seeing trip Satur- 
day morning and the annual banquet Saturday night. Dr. 
W. H. Brown, of Salem, a member of the state board of 
health, acted as toastmaster. Short talks were made by 
National President Wilson, W. J. Ashwell, B. Joseph 
O’Donnell, C. J. Kelly, Mrs. J. A. Bernardi of Salem, and 
T. M. Barr of Salem, past state president. One of the fea- 
tures at the banquet was the presentation by President 
Kelly of a solid gold membership card to Mr. O’Donnell on 
which was engraved: ‘“‘B. Jos. O’Donnell, Honorary Life 
Member, Oregon State Association of Master Plumbers, in 
appreciation. (Signed) Stephen Pollitt, Secretary, and C. 
J. Kelly, President, May 20, 1927.”’ 








Top row: Carl Christensen, sales manager of the Washington 
Iron Works, Los Angeles, Calif.; F. C. Neupert, manufacturers’ 
representative of Seattle, Wash.—Middle row: Mrs. and Mr. 


| Ralph D. Evans of the Curtis Specialty Co., Salt Lake City, 


Utah; Mrs. and Mr. Bart D. Coffey of Portland, past president 
of the state association.—Bottom row: Mrs. R. D. Rennie of 
Portland, third vice president of the National auxiliary; Mrs. 
William Finnigan of Portland, secretary-treasurer of the state 
auxiliary; Mrs. S. V. Pollitt of Portland, president of the state 
auxiliary; Mrs. J. A. Bernardi of Salem, vice president of the 
state auxiliary; Mrs. and Mr. A. L. Williamson, mayor of Eu- 
gene, Ore.; Mrs. C. P. Tillman of Eugene 
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WINDOW DISPLAY CODd 
Ten days left to get 


The Blue Seal Window Display Con- 
test closes June 15. You still have 
time to dress up your window with 
Blue Seal Products, take a photograph 
of it and send it to us. If you have 
already entered a photograph you can 
send another one of a different Blue 
Seal Display. 





These are the rules of the contest: 
Window must contain a Blue Seal 
Display Stand, which is furnished 
through your jobber without cost to 
you, together with such advertising 
matter as will aid you in the desired 
results of display as well as the sale of 
Blue Seal Products because of the dis- 
play. The judges’ decisions will be 
based on the neatest, the most com- 














Judges: Leslie N. Heatherton, Vice- 
President Plumbers Trade Journal; 


William J. Marshall, President, 


Merchant Plumber and Fitter; 
William J. Lang, Director National 
Association of Master Plumbers; 
E. De Forest Winslow, Vice-Presi- 
dent Domestic Engineering. 


your photographs to us 
Q 550 yoce IN PRI 


plete, and most unique displays. A 
photograph of the Display must be 
mailed to Blue Seal Chemical Co., 
Adv. Mgr., Roselle, N. J. 


1st Award $200.00; 2nd Award 
$100.00; 3rd Award $50.00; 4th and 5th 
Awards $25.00; next 5 Awards $10.00; 
next 10 Awards $5.00. The awards 
will be made at the Annual Conven- 
tion of the National Association of 
Master Plumbers at Minneapolis, 
Minnesota, and will be published to- 
gether with photographs and names 
of winners in the principal trade papers. 
One dollar will be paid for each photo- 
graph received, whether or not it wins 
an award. This is done to reimburse 


you for cost of having photo taken. 








MANUFACTURING CHEMISTS EXCLUSIVELY FOR THE PLUMBING AND STEAMFITTING TRADE: 
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Your 


Only 
Logical 


Choice 





Temperature Regulators 


When you think of the phenomenal pro- 
gress made by Honeywell—of the wide- 
spread general adoption of Honeywell— 
it becomes perfectly obvious that Honey- 
well controls must possess qualities and 
attributes not to be found elsewhere in 


the field. When you actually compare 
the accomplishments and the effective- 
ness of Honeywell-in-service with other 
and less efficient systems of control, it is 
quite apparent that, for the perfect func- 
tioning of your own product, a minimum 
of service demands, and the certainty of 
customer satisfaction, you have no 
other choice but Honeywell. 


The leading manufacturers of heating 
boilers recommend HONEYWELL exclu- 
sively. Of the important automatically 
controlled domestic oi] burners a very 
substantial proportion is equipped with 
HONEYWELL, 


Honeywell Heating Specialties Company 


Wabash, Indiana 
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| Top row: E. 0. Pratt, president of the Salem association; J. 8. 
Chambers and D. H. Savage, both of Marshfield.—Middle row: 
William Schroeder of Marshfield; R. D. Rennie of Portland; 
Alvin W. Bahn of Chicago, Ill—Bottom row: J. R. Widmer 

| of Portland; H. H. Colliver of Portland; W. M. Lorenz of 

Klamath Falls; M. Keyser of Roseburg 


WOMEN’S AUXILIARY 

HE Women’s Auxiliary held regular meetings during 

the meetings of the master plumbers and elected 

the following officers: Mrs. S. V. Pollitt, Portland, presi- 
dent; Mrs. J. A. Bernardi, Salem, vice-president; Mrs. 
Wm. Finnigan, Portland, secretary and treasurer. Mrs, 
R. D. Rennie of Portland, third vice-president of the Na- 
tional Women’s Auxiliary, was an active member at the 
| meetings. 





CARBONMONOXIDE GAS AND PREVENTATIVES 

The attention of the automotive industry, particularly 
public garage proprietors, prominent educators and state 
and city health authorities, is being directed toward a 
war against carbonmonoxide gas during the popular mo- 
toring season. With more than 20,000,000 automobiles 
now registered in the United States and a contemplated 
1927 production of 3,000,000 more motor cars, unfavor- 
able conditions, with respect to monoxide gas, are rapidly 
increasing. 

The program outlined includes the education of the 
general public to the dangers of this poisonous gas, ex- 
plaining its insidious attack and its prevention. Heating 
and ventilating contractors are recommending the installa- 
tion of effective clean air draughts and mechanical ven- 


| tilating systems, and these recommendations are given the 


support of architects and health authorities who are in- 

terested in providing safety factors to protect human life 

Insurance companies likewise are devoting 

| unusual attention to this menace, because of the increas- 

ing number of deaths occurring from carbonmonoxide gas. 
Urgent recommendations have been made for the use in 
garages of reliable equipment to exhaust foul air, and its 
contained carbonmonoxide, to insure clean air for em- 
ployes and patrons. 





Carl C. Mott, Missoula, Mont., has purchased the plumb- 

| ing and heating business of L. J. Lembke and has con- 

solidated it with his establishment in the Gibson block. 

Mr. Mott is president of the Montana Master Plumbers’ 

Association and has been with the plumbing trade in 
Missoula since 1907. 

H. J. McArthur, 303 University avenue, Palo Alto, 


| Calif., has been appointed secretary of the Palo Alto 


| Master Plumbers’ Association. Since his appointment he 
| has added two new members to the membership roll 
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No. 325 No. 300 


Ampinco offers suitable showers for any establishment — from modest cottage 
to magnificent residence, club or hotel. Like all Ampinco products, Ampinco 
showers are built of enduring brass — exposed parts nickel with white china 
trim. They are conspicuous for excellence in design, fine workmanship and 
dependability. Many are equipped with M-VB Temperators, providing 
accurate temperature control and pressure. 

Two of many models are pictured above. For descriptions of complete line, 
send for catalog. Write The American Pin Company Division, Scovill 
Manufacturing Company, Waterbury, Conn. 


A SCOVILL PRODUCT 


Scovill is the name of a broad service to industry. It places acres of 
factories, forests of machinery, hosts of skilled workmen, metallur- 
gists and modern laboratories at the disposal of those who require 
parts or finished products of metal. 
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Tennessee to Have State 
Organizer 


(Continued from Page 38) 


having a clean and tidy shop. In closing he said, ‘‘Take 
apart in your public affairs, and put your business more 
in the eyes of the public.” 


COMMITTEES APPOINTED 


HE following committees were appointed to carry on 

the business of the convention: resolutions, H. J. 
Schnell of Memphis, W. V. Kennedy of Nashville, A. H. 
Abernethy of Johnson City, A. McGuinn of Nashville and 
George G. Jones of Chattanooga; auditing, Martin Kane 
of Nashville, Percy R. Todd of Memphis and J. K. Seale 
of Knoxville; credentials, E. E. Schiel of Nashville, George 
G. Jones of Chattanooga, J. K. Seale of Knoxville and 
Herbert Hayes of Bristol. 

C. W. Wanger, president of the Woodward-Wanger Co., 
Philadelphia, Pa., gave his interesting talk on salesman- 
ship, ‘It Can Be Done.’’ He pointed out that the master 
plumbers could make additional sales if they would only 
give it their whole-hearted efforts, and showed examples 
of how other master plumbers had increased their profits. 

George Wilson of the Trade Extension Bureau gave an 
interesting talk on overhead and costs, and pointed out to 
the delegates the proper way to figure a job if they ex- 
pected to make any profit on it. Col. William G. Archer 
of the bureau told of the work of the organization, and 
urged the members to get their sons into business with 
them. He said, “Instill in the hearts of your boys the 
wonderful service they can render the public. Don’t let 
them feel that you would want them to be anything else 
but master plumbers.”’ 

The colonel told of the Carnegie Institute of Technology 
plumbing course, of the Theodore Ahrens Trade School 
and of several other good schools for sending boys to 
learn the plumbing business. He concluded by telling 
some clever stories and reciting poetry. C. A. Thinn of 
the Dunham Co., gave an interesting talk on heating and 
ventilating, illustrating it by lantern slides. 
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Top picture: Col. William G. Archer of the National Trade 
Extension Bureau; Frank P, Tweedie, National director of 
New Orleans, La.; John J. Vogelpohl, National director of Cin- 
tianati, Ohio; E. I. Tuck of Nashville, retiring president; Jere 
Sheehan, Jr., National director of St. Louis, Mo.—Bottom row: 
©. W. Wanger, president of Woodward-Wanger Co., Philadel- 
Phia; Field Secretary J. K. Seale of Knoxville; H. H. MacKen- 
tle, field secretary for Northeast Tennessee and Southwest 
West Virginia 


Roy es has 

















June 4, 1927 DOMESTIC ENGINEERING 





































EXCEL 


To accomplish through long years of constant 
effcrt the perfection of a product that is a 
necessity to a fundamental trade, is a 
record we point to with pride. 
EXCEL Unions are the resu’t of 
fainstaking work, deliberate study 
of needs and the embodiment 
of the finest materials. 


Listed as standard by the 
Underwriters’ Laboratories 


PROVIDENCE 
FITTINGS CO. 
7 Water St., Boston, Mass. 


210 E. 45th Street 
New York City 
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Somerville 
(S. 1. W.) 


Soil Pipe and 
Fittings 


Are mechanically correct 
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2 Horse power Type RS Century Repulsion- 
Start Induction Single-Phase Motor 


For Automatic and 
Remote Control 


Century Repulsion-start Induction Single- 
phase Motors have an enviable record for 
service where automatic and remote control 


requirements must be met—unfailingly—such 
as refrigerating machines, large oil burners, 
pumps, air compressors, organ blowers, etc. 
1 Without current - limiting equip- 
ment, the starting current will not 
exceed 260% of full-load current. 
Any approved single-throw switch 
may be used for starting. 
Fuses which will protect the motor 


while running and carrying its load 
are usually of ample capacity to 


effect a start. 
3 Brushes last for years because they 
touch the commutator only during 
the starting period. 
Century Type RS Repulsion-start Induction 
Single-Phase Motors are made in all standard 
sizes from 1% to 40 horse power. Temperature 
rise is not more than 40 degrees Centigrade, 
in the hottest spot. 


CENTURY ELECTRIC COMPANY 
1806 PINE STREET _ ST. LOUIS, MO., U.S. A. 


For More Than 23 Years at St. Louis 


ENGINEERING 


| work as 
| wished them a pleasant stay in the city and a successful 
| and prosperous meeting. 


| on behalf of the association and introduced J. P. W. 


| businesses. 
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The convention opened with W. V. Kennedy, president 


| of the Nashville association welcoming the delegates and 


visitors. He introduced Mayor House of Nashville, who 


| also welcomed the master plumbers to Nashville and told 
| them of the wonderful strides that the master plumbers of 
| that city were making, and of the service that their craft 


' rendered toward proper sanitation. 


He said he was a firm 





Top picture: The Memphis delegation: Roscoe Lloyd, H. J. 


| Peebles, H. J. Schnell, James L. Evans, re-elected secretary, 
| FF. A. Burmeister, the newly elected president, and J. H. Tutt. 


| —Bottom row: L, D. Martin of Chattanooga; Stewart Roberts, 


manufacturers’ representative of Chattanooga; Herbert Hayes 
of Bristol, and A. H, Abernethy of Johnson City 


believer in organizations that were carrying on such fine 
the Tennessee association was doing, and 


Mr. Kennedy thanked the mayor 


Brown, president of the Chamber of Commerce, who urged 
all the master plumbers to become more active in local 
affairs, and to tell everyone of the service they render to 
the public. Mrs. Kelly of the Ladies’ Auxiliary was intro- 


| duced and told of what the ladies were trying to do in 
| the way of creating better and more interest in the towns 


and cities in which they lived. President KE. I. Tuck of 


| Nashville took the gavel and went on with the meeting. 


At the close of the convention, the state association pre- 
sented Retiring President Tuck with a handsome leather 


| traveling bag for the services he had rendered the asso- 

| ciation during the past year. 
| presented Miss Frances Kliser with a leather purse for 
| her untiring efforts in building up the auxiliary in that 
| city. 


The Nashville association 


LADIES’ AUXILIARY 


bp ladies in attendance at the conventjon gathered 


and heard an interesting talk by 
He told of many ways in which they could 


together Tuesday 
Col. Archer. 


| help their husbands, and cited instances where wives of 


master plumbers had been of great benefit to them in their 
At the conclusion of his talk, the ladies of 
Nashville elected the following officers for their auxiliary: 


Miss Frances Kliser, president; Mrs. John Fox, first vice 
president; 
| Mrs. 


vice president; 
Mrs. William 


Mrs. John Budefeldt, second 
Louis Mongold, recording secretary; 


| Grewar, corresponding secretary; Mrs. A. C. Kennedy, 
| treasurer; Mrs. Charles Curley, sergeant-at-arms. 


A telegram was sent to Mrs. E. D. Hornbrook of Kansas 
City, Mo., president of the Women’s Auxiliary to the Na- 
tional Association of Master Plumbers, telling her of the 


organization of the Nashville auxiliary and thanking her 


for what she had done in fostering the auxiliary move- 
ment. 
Monday evening the delegates and guests were enter- 
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A few typical A few typical 
Whale-bone-ite Whale-bone ite 
installations 


PALMER HOUSE 
Chicago 
DETROIT LELAND 
HOTEL 


installations 


GRAYBAR BLDG. 
New York 
PARAMOUNT BLDG. i , 

New York 4 ; 
- Detroit 
STEVENS HOTEL — x ST. LUKE’S HOSPITAL 
Chicago . - — Cleveland 
PURE OIL BLDG., = BUILDERS’ BLDG. 
Chicago Chicago 


ROOSEVELT HOTEL = z SEARS-ROEBUCK 
, 3 BLDGS. 


Los Angeles . = 
Bs Memphis and Los Angeles 


see *-“aiatame = - = CLEVELAND 
LDG. TERMINAL 


New York i “< = Cleveland 


Black, Non-Corroding Hinge 


Beauty—Economy—Permanency 


TREMENDOUSLY strong, non-cor- ever-present moisture, it is guaranteed 
roding hinge that is as durable and _for the life of the seat, not to chip, crack, 
wear-resisting as the Whale-bone-ite seat _ or lose its inherent lustre. 
itself, may now be had on this quality The unique construction of the Whale- 
closet seat as optional equip- — bone-ite Seat, its durability 
ment. and sanitary features have 
This improved hinge is of => made this seat the standard 
Whale-bone-ite, moulded, / for high-grade installations 


and vulcanized under high wii £4 for the past ten years. Lead’ 


ressure over metal re-enforce- \ a 
P \ ing buildings, hotels, hos 


ment. Of pleasing contrast |... so.) 
to the seat, its gleaming fine |" pitals, schools, steamships, 


ish will remain permanent. and railway car equipment 














Impervious to uric acids, rermeomewewmwe- | have adopted it, and proven 


corrosion, or to the effects of its economy and efficiency. 


WHALE-BONEC-ITE seat 


THE BRUNSWICK-BALKE-COLLENDER COMPANY: CHICAGO 


For free cross-section of a Whale-bone-ite Seat, address Dept. 111, Seat Division, 


The Brunswick- Balke-Collender Co., 623 South Wabash Avenue, Chicago 
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tained by viewing motion pictures of the manufacture of 
plumbing goods, being views of the plants of the Standard 
Sanitary Mfg. Co., and shown by the courtesy of that 
company. Tuesday was the evening of the annual banquet 
‘ and dance which was held in the main dining room of the 
hotel. W. V. Kennedy of Nashville was master of cere- 
monies, and had arranged some entertainment which pro- 
yided a great deal of amusement to the gathered masters 








Water Works Brass Goods 


United-Oberndorf Corporation 
Cleveland, Ohio 

















SQUARE [= 


lron — Malleable iron | FITTINGS 









We are so proud of Square 
““G’’ fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 





THE GRABLER MANUFACTURING CO. 
CLEVELAND, OHIO 


WAREHOUSES — NEW YORK, CHICAGO AND SAN FRANCISCO 


Top picture: P. Garvey, M. Sullivan, J. B. Roberts, J. Bealafelt, 

J. Hamilton and W. Dugan.—Bottom picture: A group of 

manufacturers’ representatives and jobbers’ salesmen at the 
convention } 











d and their guests. After hearing short talks from Messrs. 
Tweedie, Vogelpohl, Sheehan, Wanger, Wilson and Col. 
k, Archer, Mr. Kennedy presented a traveling bag to William 


Roache of Nashville in behalf of the Nashville association 
for the work he had done for that group. The tables were 
then cleared for dancing, and the grand march led by 
C. W. Wanger and Mrs. John J. Vogelpohl started the 
y ball rolling. 














e e . . 
Alabama Association Meets in Valves 
d ° ° Gate, Globe, Angle and 
. Birmingham ao all pressures, sizes 
: and types. 
(Continued from Page 42) Send for Catalog 
L The evening was spent at the Temple Theatre where all The Kennedy Valve Mig. Co. . 


Elmira, New York 


enjoyed seeing the pictures of the making of plumbing Beanches ia principal cities 


goods. Tuesday was spent by the delegates at West Lake 
where several hundred attended the barbecue given by the 
Birmingham association. 


\ During one of the sessions the delegates present were American ANTI- SYPHON 


given an idea of conditions throughout the state when 
] various members took the floor to tell of conditions in TRAP 
HEADQUARTERS 











their respective localities. 





0. C. Davis, of Racine, Wis., one of the best known 
Plumbers in Wisconsin, has announced that he will retire 
within a few weeks, after having been in the plumbing 
business 57 years, 46 of which have been in the building 
in which his shop is now located at Sixth and Villa streets. 
He started in business on the site of the Palmer house 
in Chicago, and has decided that it is time for him to 
retire as he is 76 years of age. | 
:O W. H. Witt, formerly of Lamberton, Minnesota, has 


opened a plumbing and heating establishment at Clear | 
Lake, S. D. 


Full Cast Body 
Ground Joint on Outlet 





The Best 


WE MAKE AN EX- 
TENSIVE LINE 











American Sanitary Mfg. Co. 
ABINGDON, ILL. 
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This'% appears 

on every ptece of 

Repudlic Brass 

Goods. It is the 

tdeniifying mark 

of a modern 

Xopvright 1925 ~ . plumber—a 

Copyright 1925 r plumber who per- 
Registered U.S, forms high class 
Patent Office ~ ; work and uses 

February 9, 1926 ed quality matertals. 
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m your own community 


Are you getting 
your share? 


on 


pe new building that goes up 
in your community yields “pay 
dirt” for some progressive plumber. 


For every new building means a 
plumbing installation—or a number 











of plumbing installations. An oppor: 


tunity for the sale of quality bath tubs, 


lavatories, kitchen sinks, shower fixtures, and 
all the brass goods necessary to the installations. 


Are you getting your share of these attractive 


and highly profitable contracts? 


You can gain a generous share of this business. How? 
By cultivating the goodwill of the home builder, the 
building contractor and the architect. By keeping 
abreast of their demands for modern plumbing 


equipment and fixtures. 


The plumbing contractor who links his forces with 
a manufacturer who enjoys a reputation for quality 
merchandise and who is a recognized leader 
in designing and developing new products, 
himself gains a reputation for 


quality and leadership in his 
own community. The Republic 
combination of quality merchan- 
dise plus modern design and 
construction will help you 


to build business and repu- 
tation in your community. 


The Repustic Brass Co. + Cleveland, Ohio 

Good Plumbing - Good Business - Republic Brass Goods 
Canadian Distributors: 

The James Robertson Co., Montreal, Quebec + Toronto Ontario 


5 TR 


os 


RASS GOODS 
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The Republic Two-Way Service Control Bath 
and Shower Fixture, above, combines control of 


PATENTED bath and shower into a unit, with positive con- 
March 1920 trol of water temperature. When the Republic 
October 1925 Integral Stop Valve ts incorporated in the in- 


stallation a greater degree of conventence is 

achteved by means of providing for stopping of 

the water supply at a single valve independent 
of other fixtures. 


April 1926 
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ROYAL FLUSH VALVES 

















The ONLY 
Flush Valve that has 


NOTHING TO REGULATE! 





Correct principles of design make delicate 
and troublesome regulating devices unneces- 
sary in Sloan Royal Flush Valves. 


Constant regulation and adjustment are 
not necessitated by time and hard usage, 
because there is nothing to regula te. 


Experience has proved this feature indis- 
pensable to dependable operation. In fact 


the Non-Regulating feature is as essential 


to dependable performance, as the Non- 
Hold-Open feature is to efficient operation. 


Combined in a single flush valve that 
permits no opportunity for tampering, that 
takes closing action entirely out of the 
hands of the operator, and functions with 
uniform efficiency at all times and 
under all conditions, ‘Sloan Royal’ 
offers to the plumber a flush valve incorpor- 


ating 100% satisfaction. 


Fully Guaranteed 


Sloan Royal Flush Valves are unconditionally guaranteed. The 
“Sloan” guarantee is backed by the entire resources of a great organ- 
ization devoted to the manufacture of nothing else but flush valves— 
and twenty years of “knowing how’’. 


SLOAN VALVE COMPANY 
CHICAGO 


Des Moines, Iowa focksonvilie, Fla. Milwaukee, Wis. 
Detroit, Mich. anasa City, Mo. Minneapolis, Minn, 
Durham, Conn. Los Angeles, Cal. Nashville, Tenn. 
Fort Wayne, Ind. Memphis, Tenn. Newark, N. Be 
Indianapolis, Ind. Miami, Fla. New Orleans, La. 


New York City, N. Y. 
Oklahoma City, Okla. 
Philadelphia, Pa. 
Pittsburgh, Pa. 

San Francisco, Cal 


Seattle, Wash. 
St. Louis, Mo. 
Tampa, Fla 
Washington, D.C 


Richmond, Va. 


Albany, N. Y. 
Atlanta, Ga. 
Baltimore, Md. 
ston, Mass. 
Buffalo, N. Y. 


Butte, Mont. 
Cincinnati, Ohio 
Cleveland, Ghio 
Dallas, Texas 
Denver, Colo. 
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BUSINESS CONDITIONS IN LEADING JOBBING CENTERS 








CHICAGO 


A review of activity in the plumbing and heating field 
in the Chicago territory during the past week reveals no 
outstanding developments or variations over the last few 
weeks, in respect to movement of materials or the manner 
in which wholesalers and contractors are buying. This 
year has seen close range buying coming more into vogue 
than ever before and it is now the exception when a whole- 
saler places an order for material without some specific 
contract confronting him. Naturally, under such condi- 
tions, with jobbers maintaining only average stocks and 
taking in material in numerous small quantities to fill va- 
cancies left by stock moved into consumption, sellers find 
it hard to distinguish between one week’s business and 
another. While to some these small orders do not appear 
to amount to a great deal, manufacturers find that in 
totalling them up the amount of business transacted so 
far this year is not far enough under that of last year to 
be alarming. Profits appear to be the side of business 
that is causing most concern for manufacturers, whole- 
salers and contractors, as with the current keen competi- 
tion for available business, it is not out of the ordinary 
for any one of these three divisions to quote a price 
slightly below that of its competitor to secure a contract. 

The outstanding development at the time of going to 
press was the announcement by one large potter, who re- 
duced prices only a few weeks ago, of a further reduction 
of 10 per cent on wash-down bowls and 5 per cent on six- 
gallon tanks. These were the only two items affected and 
these new prices were met by several other makers. Manu- 
facturers’ prices of the other major commodities have not 


changed. Manufacturers in general are in possession of 








good-sized stocks and can deliver goods without delay. 

Contracts awarded during April in the thirty-seven 
states east of the Rocky Mountains totaled $604,390,700, 
a larger amount than in any month of 1926, according to 
the monthly report of F. W. Dodge Corporation. This is 
a gain of 6 per cent over April of last year, but a decrease 
of 2.6 per cent from March. The strong position main- 
tained by Chicago is one of the high lights in the nation’s 
building program. 

Soil Pipe 

The week’s movement of soil pipe resulted in a tonnage 
about equal to that of the preceding seven-day period and 
it is impossible, under the present mode of buying, to say 
definitely that one week is better or worse than another, 
as, While business is still spotty, the average volume from 
one week to the next is practically the same. W hole- 
salers are buying pipe mainly only as needs arise. Makers 
are able to make prompt deliveries from good-sized stocks. 
Prices have not changed, the ninety-day guarantee re- 
cently announced by several foundries still existing. 

Steel Pipe 

A fairly good demand prevails for steel pipe, makers in 
this territory reporting a slight fluctuation from week to 
week in the amount of tonnage placed, but, taken as a 
whole, the average for the period of a month is quite sat- 
istactory. Wholesalers are not enlarging their stocks in 
anticipation of possible later needs, but are continuing 
their policy of taking in additional pipe as the necessity 
arises. Mill stocks are ample and well assorted and 
prompt shipments are possible. Mill prices are firm and 
unchanged. 

Wrought Iron Pipe 

Very little change is apparent from week to week in 

the amount of new business reaching wrought iron pipe 








N summing up the week’s activity sellers of plumb- 

ing and heating material encounter difficulty in dis- 
tinguishing any appreciable difference in shipments 
from one week to another. While demand is still 
spotty from day to day, taking the week as a whole, 
the total volume of material moved amounts to figures 
only slightly lower than those for the same period of 
last year, according to manufacturers. Close range 
buying is the vogue, wholesalers confining their pur- 
chasing in most lines to quantities only large enough 
to replace stock moved into consumption. Good 
stocks are available at manufacturing sources. Prompt 
deliveries can also be secured from wholesaling 
sources of supply. At the time this report was written 
journeymen in Brooklyn, Queens and Richmond were 
still out and industry was more or less marking time 





PRICES OF WASH-DOWN BOWLS AND TANKS AGAIN REDUCED 





in those immediate sections of New York City. 

The outstanding development in the price situation 
at the time of going to press was the announcement 
by one large potter, who reduced prices a few weeks 
ago, of a further reduction of 10 per cent on wash- 
down bowls and 5 per cent on six-gallon tanks. Fol- 
lowing this announcement, like action was taken by 
several other makers. Prices of the other commodities 
included in this report did not change during the week. 

April shipments of vitreous-china plumbing fix- 
tures, as reported by manufacturers to the Depart- 
ment of Commerce, were 251,377 pieces as compared 
with 287,712 pieces in March and 255,073 in April, 
1926. April shipments of domestic pumps and water 
systems aggregated 6,359 water systems, 48,206 


pumps and 13,347 cylinders shipped separately. 
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In Milwaukee 
T/N equipped 


is located this hand 
some residence, at 1043 
Lake Drive, of Edw. 
Bemmer. (Architect, 
Geo. Schley & Sons, 
Plumber, L. Soergel, 
Jobbers, F. R. Dengel 
Mfg. Co.) 
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T’S a mark of good judgment and a 
stroke of good business to install a T/N 


One-Piece Closet in any bathroom. It 
brings you not only profit but prestige and 


stamps you as being wide ‘awake to your 
customer’s interests. All over the country 





plumbers have found the T/N the real 
solution to the problem of furnishing the 


best closet installation at a reasonable price! 
Quiet, positive in action with powerful cen- 
trifugal flush, and easily installed. Write. 


W. A. Case & Son Mfg. Co. 
220 Delaware Ave. :: Buffalo, N. Y. 


Potteries: Robinson, Illinois 
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For Old 
Homes, too 


Not only in new but in 
old homes the T/N fits in 
Its modest price and its 
distinctive lines help 
bring an old house up-to- 
date and to give it added 
selling or rental value. 
Remember this point— 
bring it to the attention 
of old customers. 
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mills. As in the case of steel pipe, one week will show a 
slight increase in shipments for a certain maker, while 
the next seven-day period will possibly disclose an equal 
variation, only in the form of a decrease. The average 
over a period of several weeks, according to makers, re- 
A good supply 
whole- 


veals a normal seasonal movement of pipe. 
of pipe at mills deliveries, 
salers are depending upon this to replace any dangerously 
low spots that show in their inventories. Mill prices have 
not changed, and level early 
in 1923. 


assures prompt and 


are firm at the established 
Enameled Ware 

Although construction in general has not yet reached 
the point where enameled ware is needed in large quanti- 
ties, a sufficient percentage of new projects are already at 
that point, along with the remodeling work being done on 
old buildings, to maintain a steady flow of ware into con- 
sumption. As in the case of the other commodities in- 
cluded in this report, wholesalers in general are not plac- 
ing orders for material in larger quantities than necessary 
to maintain stocks at a margin of safety. Stocks at fac- 
tories are ample and no difficulties are encountered in se- 
curing material from that source of supply. Prices have 
not changed. 

Pottery 

The latest development at the time of going to press 
was a price reduction of 10 per cent on wash-down bowls 
and 5 per cent on six-gallon tanks by one maker who re- 
duced prices on these two items only a few weeks ago. 
This latest reduction was followed by several other mak- 
Prior to this price change, manufacturers reported 
business slightly below that for the corresponding period 
of last year, and, at the time this report was written, in- 
sufficient time had elapsed to determine the effect of the 
Prompt deliveries are being maintained 
at all sources of supply. April stocks of 
plumbing fixtures, as reported by manufacturers to the 
Department of Commerce, \ 708,296 pieces, as com- 
pared with 691,236 pieces in March and 560,244 pieces 
in April, 1926. April shipments were 3,696 pieces less 
than during April of last year. 


ers. 


new quotations. 
vitreous-china 


were 


Range Boilers 

It is difficult to note any definite change in conditions 
surrounding range boiler business, the number and size of 
orders fluctuating little from one week to another and 
being governed almost entirely by current requirements of 
contractors. Makers have good-sized stocks and whole- 
salers can secure boilers promptly when their supplies run 
changed during the 


Price conditions have not week, 


according to makers. 


low. 


Plumbers’ Brass Goods 
Tubular and cast brass makers state that business has 
not yet established itself on as even a keel as they would 
like, and that, while demand reaches fairly good propor- 
tions, it is still marked with spottiness. of both 
items, too, according to manufacturers’ salesmen, continue 


Prices 


to lack a firm tone, with reports of concessions springing 
up where orders of any considerable size are involved. 
Ample stocks possessed by makers enable early deliveries. 
Prompt delivery service is also being granted by whole- 
salers, 
Boilers and Radiators 

With over one-half of the second quarter of the year in 
the background, boiler and radiator manufacturers evi- 
dence nothing but satisfaction with the volume of busi- 
hess consummated so far this year. In general, factories 
have ample supplies of all types of heating equipment and, 
W hole- 


not 


as a result, prompt shipments are the general rule. 
salers, also, can 
changed, 


make early deliveries. Prices have 
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NEW YORK 

New York City and vicinity at 
tendency to be reiterations of those 
published during preceding weeks, as the plumbing in- 
dustry as a whole is more or less marking time from week 
to week, due to the failure of 
and journeymen in Brooklyn 


Market reports from 


the present have a 


contracting plumbers 
to adjust their difficulties, 
and the continuation of the lockout in Queens and Rich- 
mond boroughs. New York master plumbers are now on 
the job again, but, at the time this report was written, the 
renewed activity had not resulted in the placement of 
much business with wholesalers and even less with manu- 
facturers. 

An exception to this is noted in the eastern end of Long 
Island, in the section to the north of New York City and 
in Northern New the first 
named section is apparently unusually good, one Brooklyn 
wholesaler who serves this territory stating there was a 
very good demand from Suffolk county, which made up 
in large 
counties. 


Jersey 3usiness in 


points. 


measure for the slackness in Queens and Kings 


Heating business has been over the 


corresponding to the 
decrease in plumbing demand being felt in Brooklyn, and 
to some extent also in Queens and Richmond. 


good all 


territory, an increase in activity 


A number of manufacturers who reduced prices several 
weeks ago announced a further reduction of 10 per cent 
on wash-down 


bowls and 5 on six-gallon tanks. 


This was the only price change, wholesalers’ current prices 


per cent 


being approximately the same as they have been for some 
weeks. Delivery conditions of practically all products are 
excellent, with the average maker having large enough in- 
ventories to ship promptly. 
Soil Pipe 

Business is very good generally, one large maker with 
foundries in this vicinity states, over the country at large, 
Suburban terri- 
tory is taking a normal amount of soil pipe for the season. 


Prices are fairly firm, the larger companies apparently 


but in New York proper demand is slow. 


holding firm, with occasional inducements offered by some 
of the smaller foundries. Deliveries can be made promptly 
on most sizes and most fittings. 

Steel Pipe 

the heating contractor continues to hold 
up well enough to offset In large the effects of 
the lack of installation of pipe by master plumbers. With 


mill repre- 


Demand from 


measure 


figures for the last week of the month missing, 
sentatives state that volume will probably be a little less 
than that of May, 1926, but 
many expected. Prices have not chahged. 
be made quickly. 


large in proportion to what 


Deliveries can 


Wrought Iron Pipe 
One mill’s representative thinks it is really too early to 
tell what effect on business the strike will have, as whole- 
May 1, 
their ordering during 


salers had fair stocks when the trouble began on 


and as they ordinarily do most of 


difficult to estimate the 
Early 


the last of the month, it is now 


effect on demand. Prices have not been changed. 


shipments are possible, 

Enameled Ware 
for impetus in demand as the journeymen 
Manhattan 
the time this report 
manufacturers 
A good 


The hoped 
materialized 
was written, 


went back to work in had not 
to any great extent at 
but wholesalers 
would very quickly appear. 


establishments in 


confident it 
quantity of 
suburban 

level, 


and were 
ware is 
terri- 
Enough 
manufacturer’s 


finding its way into 
maintaining the 
the 


stock to maintain prompt deliveries. 


tories. Prices are same 


staple ware is on hand in average 
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Pottery 

Business is reported a little better this week by two 
representative potters, who, however, state this increase 
still does not put demand on a scale normal for the latter 
part of May. The placing of orders for the type of ware 
used in large Manhattan office and loft buildings should 
show an increase in the near future, 
lieve. This 
There are no delays in delivery of staple items reported. 
During the week several manufacturers who only recently 
lowered prices, announced a further reduction of 10 per 
cent on wash-downs and 5 per cent on six-gallon tanks. 


manufacturers be- 


business is, of course, for later shipment. 


Range Boilers 
Demand has slumped considerably for boilers during the 


period of inactivity of master plumbers, and, due to the 


Manhattan, the 
has made almost no im- 


of range boilers used in 
that 


pression on the market. 


small number 


workers’ return in section 
The eastern end of Long Island 
is the best market for this commodity at the present time. 
Prices have not been changed. Manufacturers have good 
stocks and can ship as quickly as wanted. 
Plumbers’ Brass Goods 

Cast business has not yet shown any considerable pick- 
week, but tubular salesmen report a fairly 
for their products. One manufacturer in 
particular states demand for tubular goods is very good, 


that he is receiving many inquiries from wholesalers, and 


up since last 
active demand 


some orders, formerly held up, are now being re- 
Prices have not 
Early 


that 


leased for shipment. changed on either 


tubular goods. deliveries of most items 


are possible. 


cast or 


Boilers and Radiators 


One of the large makers reports demand as excellent 


for this season of the year, and that the month should 
show shipments into the territory that compare favorably 
Prices are 
Whole- 


with the ayerage of the past several years. 
being maintained on the same level as a week ago. 


salers report no delays in deliveries. 


PHILADELPHIA 


The end of five months’ business in the Philadelphia 
territory still finds contractors, wholesalers and manufac- 
turers hopeful that excellent business is just around the 
corner, a hope that has been prevalent ever since the 
beginning of the year and which has not yet materialized. 
However, the first of June also finds these three divisions 
of the trade all getting a with 
the average firm able to point to a fair margin of profit 
for the period. 

Conditions in the plumbing 


tend 


fair amount of business, 


fields at the 
This is exemplified by 
the statement of one jobber that on Monday and Tuesday 


and heating 


moment toward spottiness. 


his firm did very little business, then on Wednesday se- 
cured orders covering the plumbing and heating of nearly 
a hundred operation houses and two fair sized apartment 
buildings. It is quite probable that competitors of this 
house may have had good business on 
Wednesday, 


amount of 


Monday or Tues- 


day, with slow demand on each wholesaler 


getting a nominal business, which, however, 


usually does not 
The 


point was the reduction of approximately ten per cent on 


come in a steady stream. 


biggest feature of the week from a price stand- 


wash-down bowls and 5 per cent on six-gallon tanks by one 


large manufacturer, these figures being met by several 


other makers Prices on other products covered by this 
Wholesale figures, 
ception of revisions to meet the new 
not changed. 


report did not change. with the ex- 


pottery price, have 


Deliveries of the majority of items used by 
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both master plumbers and heating contractors 
made promptly. 


ean be 


Soil Pipe 
Reports from makers vary, with some of the 
eastern foundries apparently doing business that can be 
characterized as fair or better, while other concerns state 
demand had not approached the level usually expected at 
this season. Price increases and withdrawals made re- 
cently by several foundries have served to firm the mar- 
ket on the base in effect before these announcements. 
Deliveries are being made promptly. 
Steel Pipe 
Reports for the seven days preceding this summing up 
are very similar to those received a week ago, when only 
a fair amount of steel pipe was being shipped into the 
market, the average wholesaler obligating himself to little 
more than would be absorbed immediately by contractors’ 
demands. Prices are maintaining the same level. Mills 
have ample stocks and are not delaying shipments. 


closer 


Wrought Iron Pipe 

One mill stated, with only a few days of the month re- 
maining, that its quota for the month was still not in 
sight. However, this may not be indicative, for it is the 
policy of wholesalers in the Philadelphia district to place 
more orders for shipment of wrought iron pipe during the 
few days of the month than they do all the rest of 
the 30 day period. Mill prices are at the same level that 
has been in effect for several years. Prompt shipments 
are possible. 


last 


Enameled Ware 

Representatives of manufacturers of enameled ware 
are among the most optimistic salesmen in the trade at 
this time, with practically unanimous reports of a steadily 
improving market. This is by no means a boom demand, 
but consists of a constantly increasing number of small 
and medium sized orders that amount in the aggregate to 
a good volume. Prices are firm and steady. Few delays 
in deliveries of staples are reported. 

Pottery , 

One large pottery sent out a new sheet on staple wash- 
down and six-gallon tank combinations, effective May 25, 
carrying a reduction of 10 per cent on wash-downs and 
5 per cent on tanks. The reduction was followed at once 
by several other makers. Prices on other vitreous china- 
ware items were unchanged. Demand preceding the change 
had not been large, with price conditions unstable because 
of lower figures quoted by at least two potteries. Ample 
stocks in potteries make early and prompt deliveries of 
staples possible. 

Plumbers’ Brass Goods 

Business for the tubular salesmen shows little change, a 
fair demand prevailing, with the average wholesaler buy- 
ing in small lots, but ordering more frequently than was 
1926. Cast goods are moving a little more 
freely than they were a week ago, but demand is still not 
Prices for both types of brass goods are unchanged. 
Prompt delivery can be made on most items. 


the case in 
good. 


Range Boilers 
Fair demand is the answer received to inquiries about 
the condition of the range boiler market in this territory, 
constitute the bulk of the 
Shipments 


small orders continuing to 


tonnage used here. Prices have not changed. 
are prompt. 
Boilers and Radiators 

Demand has improved since last week, manufacturers 
say, with the added information that the impetus is more 
marked on boilers and radiators to be used in residences 
Prices are holding the same level. 
prompt shipments 


and small apartments. 


Manufacturers’ stocks are ample and 


can be made. 
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Special Notice to Plumbing and Heating Contractors 


The following manufacturers have authorized us to 


" send to the plumbing and heating contractors, upon 


request, their loose catalog sheets for use in the binders 
distributed through the National Trade Extension 
Bureau. 


These loose sheets are reprints of catalog pages 
appearing in “Domestic Engineering Catalog Direc- 
tory.” They are uniform in size 8144x1054 inches — 
printed on a good grade of light paper and punched to 
fit the binder. 


UNI NINNND 9: 8r5 024155 Sige Kha ein Scnrw 6! Port Chester, N. Y. 
Acme Asbestos Covering & Flooring Co.......... Chicago, IIls. 
Acme Frost Proof Closet Mfg. Co., Inc..... .....Baltimore, Md. 
OEE OS ere oF Coxsackie, N. Y. 
ON Pee ee ee eee Waterbury, Conn. 
Ne eer Chicago, Ills. 
American Steam Pump Co................ Battle Creek, Mich. 
ee a eS Chicago, Ill. 
Ne ee ne ee Bridgeport, Conn. 
Automatic Gas-Steam Radiator Co............. Pittsburgh, Pa. 
ee eee Boston, Mass. 
Seapine a Fe ere we ree ee ae Warren, Pa. 
Beaton & Cadwell Mfg. Co............... New Britain, Conn. 
meton @ Corbin Bite. Co... sec cceeee Southington. Conn. 
Ig 5's 3 Gia 'n nine o's Ha ore Waist ah ee Marietta, O. 
I I NBs oan 5s ou 6 5 seins e ns ace Rock Island, Ills. 
OR le le” iC ire Roselle, N. J. 
ooeey mare. CO., NOLMAN.... 0.60.60 ccc cec ess Detroit, Mich. 
MIT i ha gigi cg Sind 40S uae TAA dO RMN Warren, Ohio 
RINE MOOI NC 6 ov oka siacesceeeacdess Bridgeport, Conn. 
Brunswick-Balke-Collender Co...............05. Chicago, Ills. 
RNS i Gieig a 5 09 Mudie eS.0k oe sas kOe RR Lorain, Ohio 
SS rr Gowanda, N. Y. 
en ee Detroit, Mich. 
OE Pe Se a Oe re Buffalo, N. Y. 
CEE OS, OS 6, i a a rrr New York City 
NS cei e a css aa kad ¢aee or Cn aM Pittsburgh, Pa. 
eee Se ae Syracuse, N. Y. 
SS ENTE Cee eee Chicago, Ill. 
Chicago Granitine Mfg. Co........ Sid dain wad blasacnaee Chicago, Ill. 
Chicago Pipethread Machine Co................. Racine, Wis. 
ee McKeesport, Pa. 
Commonwealth Brass Corp................-... Detroit, Mich. 
Compound Injector & Specialty Co............... Chicago, III. 
RPUECM NTL TTOT WOLD 6c ccc c cect cecensecens . Latrobe, Pa. 
Continental Heater Corp... ........00cesscees Dunkirk, N. Y. 
Crampton-Farley Brass Co................. Kansas City, Mo. 
eS ee ene ee Pittsburgh, Pa. 
Se Sa Medford, Mass. 
I 0 a Lansing, Mich. 
Davis Engineering Corp..................... Elizabeth, N. J. 
EM ee re Se Siig bia. oo cd as Aw Boston, Mass. 
mreront Latriontor CO... ccc cece seen Detroit, Mich. 
ernest Oe IE CO. 0s. a sce ceaseecees Detroit, Mich. 
NIN ho ooo nix AVN A SY nw ROR Cleveland, Ohio 
ne en rere rer Berea, Ohio 
RRM PIIE SOs. ov ck cc ce cicaeveve . .Boyertown, Pa. 
Economy Heater Co................... . .Chicago, IIs. 


ee sta ra eas Seema tad ea a 5 SS Boston, Mass. 
meneleo Products Corp... ......cceccceceee .....Buffalo, N. Y. 
Exeter Brass Works................. <a Exeter, N. H. 
IN iso gc cass cone ecvsbsensaeaaes Boston, Mass. 
Goulds Pumps, Inc....... .. Seneca Falls, N. Y. 
ESS SS SE eres ...Hatfield, Mass. 
Greenfield Tap & Die Corp........... .Greenfield, Mass. 
Haas Co., Philip.......-..... are Serer err Dayton, Ohio 
meen Gs Gons, Wimi..........0.025.05. ..Grand Haven, Mich. 


Hercules Chemical Co., Inc................05. New York City 
EL, a MMU ION. 5. 5.5% i0re 00 wees s svanceas Newark, N. J. 
OES OS ener rrr Valley Falls, R. I. 
Honeywell Heating Specialties Co.......... aaa Wabash, Ind. 
Hotstream Heater Co........... Sees . .Cleveland, Ohio 


. .Brooklyn, N. Y. 

‘ . Chicago, Ills. 
.....Detroit, Mich. 
. .Patchogue, N. Y. 
.....New York 
Detroit, Mich. 


Hudson Brass Works, Inc.......... 
Imperial Brass Mfg. fa a. 
Ireland & Matthews Mfg. Co....... 
J. R. S. Specialties Mfg. Co., Inc. . 
Jenkins Bros. . 
Johnson Manufacturing Co. 

(formerly Johnson-Murphy Co.) 
Johnson-Washburn Co............ 
Jones Hollow Ware Co....... 


...Boston, Mass. 
. Baltimore, Md. 


Josam Mfg. Co..............5- ear Cleveland, Ohio 
Keeney ne re rr Newington, Conn. 
2 Se re Grand Haven, Mich. 


MRED RE: MOO, Geo BN ss 0.3 0:6'6 vio done cescd eaves Baltimore, Md. 


If you have the binder and desire loose catalog 
sheets, write Domestic Engineering Co., 1900 Prairie 
Avenue, Chicago, on your letterhead, giving the names 
of concerns listed below whose lines you are interested 
in, and we shall be glad to send you the sheets without 
charge. If you are not using the binder and wish infor- 
mation regarding it, write to the National Trade 
Extension Bureau of Evansville, Indiana. 


Kennedy Valve Mifg. Co... .. 2.20... .ccccccsece Elmira, N. Y. 
Kenney-Cutting Products Corp............... New York City 
TROURI OU CITRED WOEMD 6. occ ccc vcccesvdevcssovuvene Erie, Pa. 
Kokomo Sanitary Pottery Co.............eeeee Kokomo, Ind. 
pO es er Jersey City, N. J. 
Papeeene woumery CoO., J.C... cc cc cccccceccace St. Louis, Mo. 
Lambertville Pottery Co.................. Lambertville, N. J. 
PRIN He Wa 6h cai eve ccnscacaveswne Cincinnati, Ohio 
Leavitt Machine Co....... Pa eign ald ea haya Orange, Mass 
RAIN PO NNNATIOE Ig. .o6. 5,4. 05 loo: 010, dy 9 0:4 ehacercuw ass Trenton, N. J. 
MGC CUDDLY CO... ce iccececcsscces Grand Rapids, Mich. 
Mfg. Equipment & Engineering Co........ Framingham, Mass. 
DEMOGOCE’S SOMO Co., THOR. occ cccccccccctcces Trenton, N. J. 
ee Owensboro, Ky. 
Marvel Machine & Brass Works.............. Cleveland, Ohio 
Meneley-Diederich Co. Inc............... .Los Angeles, Cal. 
McRae & Roberts Co... oc ccccccsccces Re, Detroit, Mich. 
PURUINORE, ETT POUGGES 5 cocci cccccscccceevece Milford, Mass. 
Memeo GF Irvin’ Bile. CG... 6. ccccwccccsevves Syracuse, N. Y. 
WE CIO anc cccrscncie tesa nenat nest Harrisburg, Pa. 
NE IE GA 6 oo oo Sid's os. dace cig boa 00a dsieW CewRes Racine, Wis. 
I hes 555 oAi arise heeds © carcnwaws New York City 
ee eee re New York City 
National Steel Tank & Mfg. Co................ Bradford, Ills. 
Newell Mite. Co.........%..... Ft ac eau an een ee Irwin, Pa. 
Niagara Radiator & Boiler Co....... North Tonawanda, N. Y. 
Northwestern Chemical Co.............-s00- Marietta, Ohio 
Nye Tool & Machine Works...............00005 Chicago, Ills. 
sailed s aiales hepa 0. 0'k:416) oleae Newark, N. J. 
ye re Philadelphia, Pa. 
I NE NO goo oc nist end ou eee a dew eeu Los Angeles, Cal. 
Penne FP remacte CO. wc cieecceseeee . .Boston, Mass. 
Meanaorpn-Clowee C6... 5. we icc cee wena Waterbury, Conn. 
PUI Me TEN oe Soc. cae ldlne bc eclda wee sie. New York City 
NN a6 io say 5.9 a0 BANG, 6-H io wi ste Reeve a dislocate Erie, Pa. 
Reeves Specialty Co........... ‘ veceeeeeesDenver, Colo. 
Premoae Rare Pitti Coy 2... cee ccseess Providence, R. I. 
Richmond Engineering Co., Inc................ Richmond, Va. 
Richmond Foundry & Mfg. Co., Inc. .......... Richmond, Va. 
Riverside Fdry. & Galvanizing Co.......... Kalamazoo, Mich. 
ee ee Cleveland, Ohio 
PROMOS OGINNS Pati icd dvccs cscs ccccessuecvas New York City 
Russell Mfg. Co., Inc., J. M.. .. Naugatuck, Conn. 
Sarco Company, Inc EE OR ene ee ES New York City 
SUE WORN Ha, obs cc acevacaseusvavess Detroit, Mich. 


Sherwood Brass Works.. 
Smith, Inc., H. Romeyn. 


OS Sere ee eee rd Detroit, Mich. 
pad ae aetate New York City 


Standard Water Systems Co. of N. : meee’ Hampton, N. J. 
oo Be 2 re Newcomerstown, Ohio 
a Re | ri Chicago, Ills. 
Swett Iron Works, A. L........... Tepe ghetin | or Medina, N. Y. 
Taylor Co., Halsey W......... : .......Warren, Ohio 
pO US SSSA rere eee ee Tree Tree Chicago, Ills. 
NE oc A ais Uh eked su eum é a awit ve Gael G Newark, N. J. 
Toledo Pipe Threading Machine Co.............. Toledo, Ohio 
co a eer ee ere ee Trenton, N. J. 
‘Trenton Brass: Gs: Machine Co... ......0ccccvess Trenton, N. J. 
Po ag oe er Westfield, Mass. 
Universal Smokeless Boiler Co................. Ravenna, Ohio 
WE EGE gs oii uc > acces eciecaviens Fort Wayne, Ind. 
NO BIE Or 66 oc Secs ctses dcecwas Willimantic, Conn. 
Wade Iron Sanitary Mfg. Co......ccecececesece Chicago, Ills. 
I as nibs oe heals wen anedemaedsina’ Boston, Mass. 


ee tee Worcester, Mass. 
te ig hao Warren, Ohio 


Warnock Mfg. Co......... teats 
Warren Tool & Forge Co......... 


Washington Metal Products Co....... ", Washington C. H., Ohio 
NNT Ct Ree os a sc bees 8 iedNe veleeeeN Chicago, Ills. 
Wheeling Machine Products Co............. Wheeling, W. Va. 
White-Steel Sanitary Furniture Co .Grand Rapids, Mich. 
Whitlock Coil Pipe Co............ tale) bers Hartford, Conn. 
CIS xs din ge ix ¢edecduduhcerecenens Chicago, Ills. 
ES Ms 6 6.00 ss ec csweedeuvuewewsn Buffalo, N. Y. 
Worcester Brush & Scraper Siitivns peacdnee® Worcester, Mass. 
we og rere er errr re errr se New York City 
I NOD Sk ca cece es cicads 100 eum ewes Chicago, Ils. 
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NEW ENGLAND 


No marked increase in volume of business received 
throughout the past week is reported from the plumbing 
and heating industry in this section. The majority of 
those engaged in the trade are fairly well occupied but 
some disappointment is felt in that building has been 
rather backward and that activities have not attained 
the levels which were anticipated for this period of the 
year. Speculative construction of small houses is not so 
much in evidence as during preceding years but favor- 
able gains in this type of work are none-the-less apparent 
as the moves forward. Major operations under 
way and in prospect are of pleasing proportions. 

While better shipments are reported by most makers and 
wholesalers, there is still lacking any assurance of stabil- 
ity. Total sales thus far recorded by manufacturers con- 
sist in the main of frequent small orders, some weeks 
showing up exceptionally well, others appearing as if 
the bottom had dropped out. On the other hand, if the 
sales records of all producers of leading commodities were 
added together, and an average taken for the five months 
of the year, no unusual disparity with the similarly-ar- 
rived-at figure for the corresponding period of last year 
would appear. Jobbers also note that the demand from 
their trade, while steadily improving, is marked by ir- 
regularities. ; 

Production continues uninterrupted as makers, optimis- 
tic over the future, are accumulating good reserve stocks. 
Where price advantages are involved, wholesalers are plac- 
ing orders covering their requirements during the next 
two to three months, otherwise the general mode of buy- 
ing is for replacement purposes. Contractors experience 
no difficulty in obtaining material on short notice. Several 
manufacturers reduced prices during the week ten per 
cent on wash-down bowls and 5 per cent on six-gallon 
This was the only price change announced. 

Soil Pipe 
quickened, 


season 


tanks. 


demand has according to several 
foundries, yet no large volume attends at this time. Even 
though wholesalers are disposing of pipe in better quan- 
tities than previously, they allow their stocks to run com- 
paratively low, and then order for immediate shipment. 
Foundries generally have ample supplies on hand from 
delivery service is granted. Neither the re- 
cent change or guarantees against de- 
cline offered by some makers have stimulated distributors’ 
interests to any large extent. Jobbers’ holdings are usually 
well assorted and of sufficient size to occasion no embar- 
rassment in shipments. No price changes are announced. 
Steel Pipe 
heating contractors’ 
responsible for the apparent lack of concern 
evidenced by distributors. Mills report a fair tonnage 
moving to this territory. Orders are generally of the re- 
placement variety for wholesalers’ immediate require- 
ments. Stocks at sources and at jobbing points are ample 


Current 


which good 


price announced 


Plumbing and needs are light, 


which is 


for the present and deliveries are effected satisfactorily. 
The 


market continues firm and unchanged. 


Pipe 

engaged in their at- 
business which they state 
into good figures. Production continues at a 
good rate, and though no unusually large number of 
orders is being booked, there is a steady flow which 
gives satisfactory volume. Quick deliveries from sources 


Iron 
busily 


Wrought 
representatives are 
close prospective 


Mill 
tempts to 
mounts 


enable wholesalers to carry light stocks which are, how 
ever, well proportioned and large enough to satisfy the 
immediate needs of their customers. 
have not changed. 


Prices are firm and 
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Enameled Ware 

Jobbers’ sales of enameled ware are steadily increasing 
as numerous operations commenced in the early part of 
the season are nearing completion. Makers report that, 
judging from their increased carload shipments, whole- 
salers show a better attitude towards carrying good-— 
sized stocks. Emergency orders are well taken care of 
at the local warehouses of manufacturers. Requests for 
quotations from distributors are ever-increasing in num- 
bers, indicating good business for the coming months, 
The market is on a firm basis with prices remaining un- 
changed. Prompt deliveries are being made from fac- 
tories and jobbing points. 

Pottery 

One potter reduced prices 10 per cent on wash-down 
bowls and 5 per cent on six-gallon tanks during the 
week. This action was followed by several other makers, 
The number of old contracts on makers’ books is now 
practically negligible and wholesalers in general have 
made new agreements, taking care of their wants for the 
next month or two. Shipments from most sources of 
staples are reported of good volume while special pieces 
continue to swell the totals. Jobbers’ stocks are of fair 
proportions. Deliveries from all points are being satisfac- 
torily made. 

Plumbers’ Brass Goods 

As contractors’ increasing wants are being felt more 
by jobbers, makers find their shipments becoming more 
substantial with an accompanying display of interest in 
future delivery business. Some factory representatives 
find that spotty conditions still obtain, a good quantity 
of orders being received one week and the next showing 
but few bookings. Jobbers’ stocks both in cast and tubular 
products are better than they have been for some months 
and no difficulty in the way of securing prompt shipments 
when needed is met with. Prices have undergone. no 
changes of consequence. 

Range Boilers 

The status of the range boiler market 
preciably changed last week, factories terminating 
old contracts and receiving a fair amount of new 
ness, is mostly for distributors’ present 


has not ap- 
since 
busi- 
which is wants. 
Wholesalers are, as a rule, content with keeping their 
stocks at safe working levels, and are favored with un- 
extended delivery service from sources. No price changes 
have been announced. 
Boilers and Radiators 

Demand continues to be only normal, some makers re- 
porting quiet business prevailing throughout May while 
several others are favored with comparatively good volume 
for this time of the year. Orders placed usually specify 
prompt shipment, no coverings of any size being effected. 
hands of manufacturers assure deliveries 
Prices are firm and unchanged. 


Good stocks in 
without delay. 


PACIFIC COAST 


Business continues to be fairly active on the Pacific 


Coast and prospects for the immediate future are more 


encouraging. Jobbers’ prices, while varying in the differ- 
ent jobbing centers, are as a rule firm. 
Soil Pipe 

Purchasing by the trade continues to be mainly for 
requirements, with little forward buying being 
done. Taken as a whole, the gross tonnage of soil pipe 
being used at present is about normal for this period of the 
Distributors have well balanced stocks and prompt 
all sources of supply. Prices 


actual 


year. 
delivery can be had from 


to the trade remain unchanged. 
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Steel Pipe 

Steel pipe continues to move in about the same volume 
from week to week. Distributors in’general have well 
balanced stocks and the trades’ present requirements can 
be filled without difficulty. Jobbers’ prices for out of stock 
shipment remain unchanged. 

Enameled Ware 

Sales of enameled ware continue to be mainly for actual 
requirements. From contracts closed and building per- 
mits issued so far this year, the indications are that the 
gross amount of ware to be used this year will be well up 
tonormal. Jobbers are carrying minimum stocks and de- 
pending on coast manufacturers and manufacturers’ ware- 
houses for prompt replacement of merchandise 
Jobbers’ prices to the trade remain unchanged. 

Pottery 

While a fairly active demand prevails for pottery, the 
trade is not purchasing ware until actually required. 
While jobbers’ stocks are well assorted they are not large, 
wholesalers depending on manufacturers to carry the bulk 
of stock. During the week most of the Pacific Coast job- 
bers reduced their out-of-stock prices on staple closets in 
line with price reductions announced by manufacturers 
early in the week. 

Plumbers’ Brass Goods 

While brass goods are in good demand the conditions 
surrounding the distribution of this commodity have not 
changed and the individual distributors find their sales 
gradually being in smaller lots. Prices to the trade con- 
tinue at low levels and remain unchanged. 

Range Boilers 

There is not any noticeable change in the demand for 
range boilers, and practically all purchasing is for imme- 
diate requirements only. Stocks in jobbers’ hands are 
sufficient to take care of present requirements without 
difficulty. Prices remain unchanged. 


The Metal M arket 


Average Average Average 
May 31 Mar., 1927 Jan., 1927 1926 


sold. 


PIG IRON— 
No. 2 foundry, Chicago, 
PUPNACE: o65c0 soe 0009000 
PLATES AND SHEETS— 
Steel boiler plates, Pitts- 
DOTS, OOP Bb. .6 bccce 1.80¢ 1.90e 1.90¢ 1.89¢ 
Blue annealed sheets, 
No. 10, Pittsburgh, per 


$20.00 $20.90 $21.65 


RE to a ted ee ew loach eae oe 2.25c 2.20c 2.25¢ 2.40c 
Black sheets, No. 24, 
Pittsburgh, per Ib.... 3.00¢e 2.900 2.95¢ 3.17¢ 
TIN-- 
er 66%e 
COPPER 
Prime Lake, f. o. b. re- 
BP AE Sree 13s%« 
Electro, delivered ...... i3 c¢ 
LEAD— 
LS ee ae ee ee 6.05¢ 


THE OLD METAL MARKET 


Dealers’ Buying Prices 


Per lb. Per lb 
Aluminum clippings....20  ¢ CSOROT, THEME ci cccescic 94e 
Perr ere 59 Cc Copper, uncrucibled 
ee ETT 6%ec EB a mic arenas 6 pat g ee 10%e 
Brass, heavy mixed.... 7%e Faucets and valves.... 8%4c 
SE, SHIN” § 95004059 99.059" 9%ec Lead; NAVY 2.6.6 ees 5we 
Copper, crucible ...... 10% c¢ Boiger JOM: 0005 0:64 6s lio 


NOTE: Prices are those quoted on Tuesday of this week. 


The Coffey Plumbing & Electric Co., Portland, Oregon, 
is installing plumbing in new residences at 1443 Corbett 
Street and at 1118 Francis street. 
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The Stock Market 


Quotations furnished by Frazier, Jelke & Co., Chicago 








Par 1927 
Value High Low Quotations of May 27, 1927. * Bid Asked Last 
25 126 11044 American Radiator Co., com A 125% 125% 1254 
100 135 133 American Radiator Co., pfd .. A 138 134 133 
50 4816) «45 Anaconda Copper Mining Co A 46% 47% #47 
NP 684 62 A. M. Byers Co., com A&F 73 7314 7314 
100 10732 106 A. M. Byers Co., pfd...... .A&F 10814 109 108!4 
100 120 11514 Century Electric Co., com. . . wee ES cote ae 
100 106 101 Century Electric Co., pfd G 100 = 108 101 
50 4814 4374 Chicago Nipple Mfg. Co., “A” B 47144 473% ATy 
50 3344 «31 Chicago Nipple Mfg. Co., “B” B 33% 3374 3354 
25 «52 47 Crane Company, com Cc 48 50 49 
100 11834 1077¢ Crane Company, pfd C 118 121 119 
100 90 8414 Detroit Brass & Malleable Works D 90 95 95 
20 «630 264 Eagle-Picher Lead Co I 26 2614 2614 
NP 4234 Fairbanks, Morse & Co., com A 377% 38% 3814 
100 112 Fairbanks, Morse & Co., pfd 4 110 114g 118 
NP 7414 ..... Johns-Manville Corp......... B 734g 744, 74 
100 161 100 Jones & Laughlin, com. F 155 155!4 
100 120 117 Jones & Laughlin, pfd F 121 122 12114 
10 1944 16 Michigan Copper & Brass Co D 2 22 21 
100 200 160 National Lead Co., com nave J 106 
100 132144 117% National Lead Co., pfd , A 13144 133% 1324 
100 106 102 Ohio Brass Co., pfd. . ‘ H 106 106 
NP 8 83 Ohio Brass Co., “B”. . .. , aa H 8314 84 83 
25 ..... ..... Pierce, B. & P. Mfg. Corp., com U 15 25 20 
100 101 99 Pierce, B. & P. Mfg. Corp., pfd U_ 100 103 101 
NP 2544 214 Richmond Radiator Co., com B 21% 22 21'4 
NP 54 46 Richmond Radiator Co., pfd B Sl 513g By 
100 65 58 Scovill Mfg. Co 58 60 58 
235 96 8244 Standard San. Mfg. Co., com k 80 83 821, 
100 118'¢ 110 Standard San. Mfg. Co., pfd F 110 115 110 
We aise .... Trenton Potteries Co., com U 45 55 46 
OD css, oe Trenton Potteries Co., pfd U 95 105 98 
100 237% 202 U.S. Cast Iron P. & F. Co., com A 2361g 28713 28714 
100 115 112 U.S. Cast Iron P. & F. Co., pfd A 115! 15, 
NP 42 38!4 U.S. Radiator Corp., com D 38 3814 38h, 
100 1113¢ 10744 U.S. Radiator Corp., pfd D iil Lily) Td'y 
100 «65% = «452 U.S. Rubber Co., com \ 51 52 53, 
100 1017¢ 10214 U.S. Rubber Co., pfd A 101% 102 ~~ 102 
100 17444 15344 +U.S. Steel Corp., com A 173 174 17374 
100 133 129 U.S. Steel Corp., pfd A 13114 1321g 132%, 
NP 27 18 Walworth Company A 2 21 20!, 
NP 1534 11% Williams Oil-O-Matic Htg. Corp C 18g) «124g 11% 
NP 7 414 Wolff Mfg. Corp C 5% «24S 
NP 9744 88% Youngstown Sheet & Tube Co A 875% «89 8° y 
*Where listed 
A—New York Stock Exchange F—Pittsburgh Stock Exchange 
B—New York Curb Exchange G—St. Louis Stock Exchange 
C—Chicago Stock Exchange H—Cleveland Stock Exchange 
D—Detroit Stock Exchange I—Cincinnati Stock Exchange 
E—Boston Stock Exchange U—Unlisted Stocks 








Harold G. Blumenthal, Portland, Oregon, is installing 
plumbing in new residences at 1494-1500 East Thirty- 
sixth street, for C. W. Benson. 

Dwight Leeper of Lewiston, Idaho, president of the 
Idaho Memorial Association has announced that bids will 
be taken immediately for the armory-gymnasium build- 
ing to be erected by co-operative agencies at a cost of 
$290,000. 

The Standard Plumbing & Heating Co., Portland, Ore- 
gon, is working on new residence installations at 115 
East Twelfth street, 1166 Marguerite street, 1312 East 
Thirty-ninth street, 1427 East Eighteenth street, 314 
Hunt street, and 1065 Killingsworth avenue. 

The building committee of the B. P. O. E. No. 92, Se- 
attle, Wash., is now considering the question of an archi- 
tect for the proposed $800,000 addition to the present 
lodge quarters on its property at Fourth and Madison 
streets, and as soon as plans are completed, construction 
work will be started. 

The Business and Professional Women’s Club of Berke- 
ley, Calif., has launched plans which include a building 
to cost $250,000. The club building will be featured by 
dormitories, gymnasium, swimming pool, community the- 
ater, reception halls and club headquarters. Dr. Kate R 
Gompertz is chairman of the building committee. 
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SURVEY AND BUSINESS MANAGEMENT 
annual convention of 
Master Plumbers, L. 
subject of the 
value 


QUANTITY 
At the 
Association of 
the quantity 
and the 
from its application to the plumbing business 
Among the Mr. McNamara cited, 
the quantity properly 
correct 


who have their own estimators, stabilization of 


the Missouri State 
McNamara read a 


survey 


recent 


paper on idea, its 


economic insurance and service derived 


advantages provided 
bureau 
for quantities, an 


was organized, were: A 


base excellent check for those 


costs of 
bidders and more intelligent assembly of bids. 

Mr. McNamara pointed out that his city, St. Louis, has 
was organized only after 


had 


a quantity survey bureau which 


thorough investigation by a committee which been 


appointed for that purpose. 
It was his feeling that the 
appreciate the fact that the organization has an intelligent 


public would respect and 


estimating and engineering department, functioning suc- 


cessfully and efficiently, a well-equipped and up-to-date 


library, enabling members to submit correct quantities 


on all plans and specifications. 
Mr. Kennedy 
Kennedy, of St. Joseph, as chairman of the Busi- 


on Business Management 

C. Ta 
ness Management Committee, read a report in which he 
indicated that every business must be studied in the light 
of certain general principles. Among the factors making 
for success his report included careful scrutiny of credits, 
correct purchasing of materials in such quantity that pay- 
promptly, discounting of bills, knowl- 


ments can be met 


edge of costs through correct accounting 

He felt that 
ing the products the industry 
the 
him. He 


methods. 
concentrate on sell 


that 


the thing to do is to 
handles; and talking 


too much about “direct to you distributor’ had the 
effect of 
ative action so that the public would recognize 
plumber as the 
heating fixtures. 

The report concluded with an appeal that the members 
full 


world 


and 
the 
plumbing 


boosting urged individual co-opel 


master 
better and 


retail merchant of 


association ‘‘arrive at a realization of your 
the life of 


breathe 


of the 
importance in 
will 
the character of your chosen profession.” 


the and so live and act 


that you more dignity and confiden into 


ANNUAL MEETING OF THE MICHIGAN CHAPTER 
A. S. H. V. E. 

May 23, the annual meeting of the 

H. & V. E., held 

Valley Golf Club, near 

After several 


Michi 


form of a 


On Monday, 
gan Chapter, A. 8S. 
Hawthorne 


was in th 


golf meeting at Detroit, 
and guests on hand. 


ting 


with forty-five member 
the 
Calvert, owing to the 


hours of golf in rain, the me was opened by 


Vice-President 
McIntyre. 


Personal 


absence of President 


members and guests 


the 


introduction of all 
made and after the 
tary, J. L. Fuller read the 

soth membership and program committee chairmen ex 


reading of minutes by the Secre 


treasurer’s report. 


pressed gratitude for the splendid co-operation they 
during the Mr. Fullei 
limited Chapter members. 


received past year and announced 
a total of 67 

This being the annual election of officers meeting, Past 
M. Wilde, took the chair 


erve tor one year 


President, Ray S. The following 


officers were unanimously elected to 
N. W. president; W. A. 
Wm. G. Hamlin, 

The serv on 


one year: J. H 


Calvert, Rowe, vice-president; 


Boales, secretary; H. A. treasurer. 
board for 
Wigle 


Calvert 


following were elected to the 
Walker, J. L. 

During the report of the tellers, 
introduced C. V. 


the evening. 


Fuller and Bruce 


Vice-President 


Mr. Haynes elaborated on the progress that 
is being made by the Society as a whole, and pointed out 


ENGINEERING 


have 


Haynes, of Philadelphia, as speaker for 
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the value that all members are deriving in the work that 
is being done. He laid particular stress upon the coming 
semi-annual meeting to be held at White Sulphur Springs 
and urged all chapter members to attend. 

Mr. McColl, Mr. Fuller and Mr. Rowe were appointed 
by the chair to act as a committee on arrangements for 
members attending the semi-annual meeting. 

A motion was made and carried to express thanks to 
Past President McIntyre for his splendid work during the 
year. A motion was also made and carried to present H, 
A. Hamlin with a remembrance from the chapter for the 
many years of his devoted service. 


SUGGESTS SEA TRIP TO SANITARY ENGINEERS’ 
CONVENTION 

In connection with the coming convention of the Amer- 
ican Society of Sanitary Engineering at Jacksonville, Fla., 
the first session of which will be on the morning of 
August 9, it has been suggested that there are a goodly 
number of members and friends in the territory contigu- 
ous to, and to the north and east of Baltimore, Md., who 
might be interested in joining a party at that city, and 
making the trip to Jacksonville and return by sea. 

One of the largest liners of the Merchants and Miners 
Transportation Company will leave Baltimore at 6 o'clock 
Friday evening, August 5, spending Saturday and Sun- 
day at sea, giving the entire day of Monday in Savannah, 
arriving at Jacksonville at 7 o’clock in the 
morning of Tuesday, the 9th; breakfasting on the boat, 
and having ample time to reach the hotel, get settled, and 
be ready for the opening session. 

The return by sea from Jacksonville involves waiting 
until the Sunday evening following (August 14) but it is 
that this extra day and night would be 
hardship in the majority of cases, as many 
glad to avail themselves of the opportunity to take the 
St. Johns River trip, or a trip to St. Augustine or to the 


Ga., and 


not anticipated 
will be 


any 


Ormonde-Daytona Beach. 


The Sunday evening boat will arrive in Baltimore 


Tuesday, August 16. 
Those interested in making such a trip to the conven- 
requested to write for further 


Jacksonville are 


R. McGonegal, plumbing inspector, 114 Dis 


tion in 
details to A. 
trict building, Washington, D. C. 


NEW ORLEANS MASTER PLUMBERS ADOPT RESO- 
LUTION CALLING ON CONGRESS FOR FLOOD 
RELIEF MEASURE 

The Master Plumbers’ Association of New Orleans, La., 


has just adopted a resolution calling on all congressmen of 
the United States to aid in the prompt passage of flood 
relief measures for Mississippi Valley, according to Sec- 
retary L. C. de Leon. The resolution follows: 

“Inasmuch as the South, particularly the states of Lou- 
isiana and Mississippi, are geographically situated so that 
they must of necessity combat the flood waters of thirty- 
one states of our United States; and, 

“WHEREAS, The handling of these flood waters has 
brought suffering, death, and the loss of millions of dol- 
lars to the inhabitants of this fertile valley: 

“THEREFORE, BE IT RESOLVED, That the New Or- 
leans Association of Master Plumbers urges upon all con- 
gressmen of the United States of America, the prompt 
passage of the O’Connor Bill Record No. 5025— 
in the late session of Congress—as an earnest that the 
United States Government is willing to do something com- 
the Central Valley 
from perennial floods; and, 

“BE IT FURTHER RESOLVED, That copies of this 
resolution be forwarded to all congressmen and senators 
from the State of Louisiana.” 


House 


prehensive for salvation of its Great 
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— 
Watrous 





Flush Valves 


ASSURE THE EXACT LENGTH OF FLUSH 
FOR EVERY MAKE OF CLOSET BOWL 


WATROUS 
FLUSH 


EGARDLESS of the make of closet bowl 

used, the Watrous flush valve delivers 

the exact amount of water required by that 
bow! for a thorough flush—and no more. 


It is the only design that makes proper pro- 
vision for adapting the quantity of water con- 
sumed to the needs of the bowl. 


The result is maximum flushing efficiency and 
economy in water consumption. 


A Simple Turn of a Screw 


A simple turn of a screw (A) adjusts the valve 
to the needs of the bowl. It isnot necessary to 
turn off the water, or remove any of the work- 
ingpartsofthevalve 
to make this adjust- 
ment. The adjust- 
ment, once made, 
remainspermanent. 


Self 


Cleansing 
Mechanism 


Every time the 
valve is flushed, the 
plunger (B) is raised 
off its seat (C), 
leaving an opening through which grains of 
sand, etc., can be washed out of the port. No 
type of flush valve, without this safeguard, is 
immune from obstruction. 


SO EASY A 
CHILD CAN 





No Regulation Required 


The feature just described—control of the 
quantity of water supplied to the closet bowl— 
should not be confused with regulation to con- 
form with varying degrees of water pressure. 
The Watrous valve requires no regulation— 
from highest pressure down to as low as 5 lbs. 


Having a 25% larger diaphragm-area in the 


control chamber, the Watrous valve functions 
reliably under low pressure conditions where 
other valves often fail. 


It has a larger water-way per second of open- 
ing, and therefore delivers to the closet bowl 
a sudden, extra-large volume of water which 
assures prompt flushing action. 


Write for full details. Loose-leaf catalog pages sent on request. 


PLUMBING DIVISION 


Watrous Flush Valves—Duojet Closets—Self-Closing Basin Cocks—Combination 
Lavatory Fixtures—Pop-Up Wastes—Liquid Soap Fixtures, etc. 


Sold by leading plumbing jobbers throughout the United States. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 


1231 West Harrison Street 


H. D. Tuck, 404 Marquette Bldg., Detroit, Mich 
W. E. Blair, Jr., c/o Coronado Hotel, St. Louis, Mo. 
Thos. J. O’Brien, 1812 Exchange Bldg., Memphis, Tenn. 
Dillard Eng. Co., Construction Industries Bldg., Dallas, Tex. 
T. A.S. Hall, 318 So. 5th St., Louisville, Ky. 


BRANCH SALES OFFICES 


CHICAGO 


R. J. Shank, 920 Grand Ave., Des Moines, Iowa 
Rex W. Williams, 402 Scott Bldg., Salt Lake City, Utah 
Wm. P. Horn Co., 237 Rialto Bldg , San Francisco, Cal. 

L. C. Coombs, 1815 Rodney Drive, Los Angeles, Cal. 
Wm. P. Horn Co., L. C. Smith Bldg., Seattle, Wash. 
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The Slory © 
A the Bath 


Here's the way “Rotarian George McCrary” gave 
THE STORY OF THE BATH 


to Birmingham ‘Rotarians’ 


wo his compliments, “Rotarian 

George McCrary”’, of Birmingham, 
Ala., gave to his fellow Rotarians a copy *Paul Broome, 
of this little booklet which has done so _— Beach, 
much to educate the public as to the lt Sai 
: i : : ollier, an- 
vital importance of the plumbing indus- ville, Ill. have 
try. If you want to put your industry given their fel- 
. . low Rotarians 

on the map with your fellow Rotarians, prpnitee 

Kiwanis, Lions, Boosters, etc., arrange “Kiwanis” A. 
to distribute ““The Story of the Bath” at : te of 
re . : ; illiamsport, 
one of your luncheons. It will be inexpen he de fois 


sive—and will yield splendid publicity. lowed suit. 


Ask for a free copy of “The 
Story of the Bath” and you'll 
see why Mr. McCrary gave it out 


DOMESTIC piiaeaasiieraninsaps 


1900 PRAIRIE AVE. 2 2 ? CHICAGO, ILL. 
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Questions. and Answers 


WANTS DIAGRAM FOR COAL AND GAS BOILER 
HOOK-UP 

Editor, ‘‘Domestic Engineering’’:—-I would like to see a 
diagram showing a correct hook-up for a coal boiler and 
a gas boiler, both supplying a hot water heating system 
in a residence, 

These boilers will be placed side by side, and connected 
by gate valves inserted in the flow and return lines, so as 
to make each independent of the other at any time by 
using aforesaid valves. 

The gas boiler will be used at all times until the gas 
supply gives out or runs too low to successfully heat the 
job, then the coal boiler will be brought into service. 

Could both be used successfully at one time? 

Could both smoke pipes be connected up together or 
should they enter the flue one above the other? 

Ohio. C. &. Hi. 

The sketch, Fig. 1, shows the usual piping connections 
where both a coal and a gas burning boiler are connected 
together so that either or both can be used to heat a 
building. 

It will be noted in this sketch that there are valves in 
the return lines to the coal burning boiler only. This 
method is advised by some gas companies and by some 





















































of the concerns making gas burning boilers. Certain 
other cities, Chicago for example, do not install any valves 
at all. 

We do not advise valves in both the flow and return 
lines because that will make it necessary to install relief 
valves, good heating practice where necessary, but better 
heating practice to omit, if possible to make installation 
in any other way. 

The omission of the valves results in a considerable 
saving in the cost of installation, and when installed valves 
serve no very valuable purpose. It may be noted that we 
install range boilers with connections to several sources of 
heat and we do not install valves to control these various 
sources, 

By omitting the valves, either system can be used, or 
both can be used at the same time, without having to 
operate any valves. 

Both smoke pipes can be connected into the same flue, 
but the gas vent should enter the flue above the coal 
heater flue. 

The coal burning boiler should have a damper in the 
smoke pipe, but the gas burning boiler must not have a 


damper, (Continued on next Page) 
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protection against — 
Freedom from complicated parts... 
..Non-corrosive 
growing use............ 


efficiency 
simplicity 


gravity... 


grothing to get out of order 


. simplicity 
good sales 
owing use 
automatic 

efficiency 


No lever 
Hot water systems 

Reliable operation 

Always on the job... 
...Approved...sure........ 
Relieves rising pressures... 
Automatic 
efficiency.. 
simplicity. 
good sales 
good will. 
protection 
prevention 
gravity... 
safety....... 
no levers 
wide use 


big market 
protection against explosions........safety .......efficiency 
safe hot water systems........peace of mind 

No complicated parts to get out of order........good will 


| big market 
....wide use 
no levers 


Model No. 1 


Red fop Relief Valves 


MADE BY 
NEPTUNE METER CO. 
50 EAST 42 ND. ST. NEW YORK,NY. 


gravity 
prevention 
... Protection 
good will... 
good sales 
...Simplicity 
...efficiency 














...wide growing use........big markets........safe.......efficient 








REG. U.S. PAT. OFF. 


Difr-ensh @l~Vacm | 
System. ) sae 


VACUUM 


DUNHAM 
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AFIXED & 
DIFFERENTIAL | 
IN PRESSURE ». 


%, 
ad | 





HY waste fuel by heating all outdoors 

on mild days when the Dunham Dif- 
ferential Vacuum Heating System effect- 
ively saves fuel by controlling the tem- 
perature of the steam within the radiators, 
thus enabling the heat emission from all 
radiators to be kept equal to the heat loss from 
the building? Write for Bulletins. 


The Dunham Differential Vacuum Heating System 
is fully covered by patents and pending applications 
for patents in the United States, Canada and foreign 
countries. Any infringements will be vigorously 
prosecuted. 


C. A. DUNHAM CO. 


Dunham Building 


450 EAST OHIO STREET CHICAGO 


Over sixty branch and local sales offices in the United States 

and Canada bring Dunham Heating Service as close to you as 

your telephone. Consult your telephone directory for the 
address of our office in your city 
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It should also be noted that the chimney must be lined 
Most new chimneys are lined with tile chimney lining, but 
if there is no lining in the chimney, a lining of tile or 
iron must be installed because of the fact that the fumes 
from the burning gas eats away the mortar between the 
bricks with the result that the chimney will collapse. 


Perhaps You Need an Office 
Manager 


(Continued from Page 30) 

When he returns to the shop at noon, he will find that 
his ‘‘man Friday’’ has anything that needs his attention 
arranged in such a manner that he can dispose of it within 
a short time and be off for his lunch. 

Perhaps he will return at 1 p. m., if it is necessary. 
Or he may go directly out in the field and develop sales, 
come in contact with men he would like to do business 
with, and inspect the jobs in progress. 

Around 4 p. m. he will drift into the shop a tired 
plumber who reflects that he is a business man—the head 


of a prosperous business and not an office man or laborer. 
He and his office man will get together and talk about 
the business—bring out improvements, suggestions that 
will help it. The manager may have a list of materials 
which are running low, some letters and estimates to be 
signed, some statements showing important conditions of 
the business. 


Did you ever notice that the really successful business 
man appears to be a man who doesn’t do anything, who 
seems to be walking around all day or playing golf or 
talking? Yet he is accomplishing more for his business 
than his competitor who is tied to his desk. 
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The plumber who employs an office manager will not 
realize his value until he (the plumber) is walking 
around and seemingly doing nothing—leaving everything 
to the manager and workmen. He may be working very 
hard but it will be with his head, not his hands. 

No plumber whose business warrants an office manager 
can go wrong by-hiring one. A plumber wasn’t made for 
inside work, to be desk bound. An office man was! A 
plumber wants to keep on the go looking for business, 
inspecting jobs and keeping things moving. An office 
man wants to play with figures, letters, office work— 
that’s his delight. 

Office work is for a man trained for that pursuit in 
life. An office man has specialized in office management 
and has educated himself for that work. He is qualified 
to manage the plumber’s office better than the plumber 
could himself. An investment in him is one of the best 
and most profitable investments that a contractor could 
make, when it becomes apparent that the details of the 
business are causing him to neglect productive work. 





Portland, Ore.—The DeTemple Plumbing Co. is _ in- 
stalling plumbing in an 18-suite apartment house at 324 


Jackson street. 

Monticello, Miss.—The heating and plumbing contracts 
have been let to Luther Magee of Brookhaven, on the new 
hotel building for Mrs. R. E, Edwards. 

Moscow, Ida.—T. M. Wright announces that Architects 
Whitehouse & Price of Spokane, Wash., are drawing up 


plans for a $75,000 addition to his hotel. 


New Orleans, La.—O’Niel Labeaud, 3525 St. Andrew 
street, would like to receive bids on plumbing for the pro- 
posed double apartment building to be erected at 3323-25 
South Franklin street. 





PITTSBURGH ENGINEERING CO 


MANUFACTURERS OF 





Steam and 
Drainage Fittings 











Specify PECO fittings 


We manufacture 
«a complete line of 
Cast Iron Drain- 
ave Fittings, Black 
Coated and. Gal- 
vanized. 


MAIN OFFICE AND WORKS 


<4 45 
New Yark 
Phifadel phi 


bertiatectergs 
Cieveland 


on your next order. 


Your local jobber can 
supply you with PECO 


fittings from stock. 


We manufacture: 
a full line of Cast ™ 
fron Screwed and 
Flanged Fittings, 
Flanges & Flange 
Unions, 


+ JEANNETTE, PA. 


ne 


Petroir 
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TRANE UNIT HEATERS 


—with a Copper Heating Element 
for High Pressures! 


Pressure Range—5 to 125 
Ibs. gauge (higher on m . 
special heaters built to LL the advantages of a light, non-corrosive copper heating 


order). R ° i 
_— element now are available for the first time, for operation with 
Copper Element—Exclu- 


sive, patented Trane de- 
sign. Fins practically an 
integral part of the tube— 
no soldered or brazed 
joints. Connects with any 
steam or vacuum system. 
Weight a fraction of 
equivalent surface in cast 
iron; easily handled, easily 
supported on either floor 
mounting or ceiling sus- 
pension. 


high pressure steam. 


The Trane Copper Heating Element, which makes possible this 
revolutionary improvement in unit heating, is a product of the Trane 
laboratories. First announced to the heating world in connection 
with Trane Heat Cabinets and Concealed Heaters for room heating, 
it promises to create a second sensation in the industrial field, through 
Trane Unit Heaters. Greatest heat emission per square foot of sur- 
face—that’s the result of countless experiments on the shape, size 





Blow-through type, 
equipped with special 
Trane fan and self-cooling 
motors of standard make. 


and arrangement of the copper fins. 


Mechanically, this new addition to the Trane line is simple, com- 
pact, and serviceable. Its many distinctive features are described in 
Bulletin 23, just off the press. Mail the coupon now for your copy. 


Send for liter re : 
Bulletin 23 Finale HEAT CONCEALED 
— CABINETS HEATERS 


‘yy PUMPS AND HEATING SPECIALTIES ** 














CwD 





The Trane Co., 

204 Cameron Ave. 

La Crosse, Wis. 
Send Bulletin 23 on Trane Address. . 

Unit Heaters for low or high 

pressure steam. 
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New Jersey Holds Record Convention 


AST week a report, of the twenty-sixt* annual con- 
a vention of the NeWetersey State Association of Mas- 

ter Plumbers was published. The convention was 
held at the Elks’ Club, Newark, N. J., May 17 and 18. 
Lack of space prevented the publication of the complete 
report at that time, and below is the report of the ladies’ 
auxiliary and the entertainment features of the conven- 


tion. 


ENTERTAINMENT 

HE next day the Hajoca Corporation of Philadelphia, 
T newly formed by the consolidation of Haines, Jones 
& Cadbury Co., Keystone Supply & Mfg. Co., Bridgman 
Co., and the Krupp Foundry Co., repeated the generous 
action of the Newark concern, and again approximately 
a half thousand delegates, their ladies and guests were 
served in the club dining room. 

A pleasant feature of the convention was the annual 
dinner of the past presidents, with twelve men who have 
served the association as its leader present. The guests 
included G. S. Aldous of Passaic, A. Selden Walker of 
Newark, G. Turner of Asbury Park, W. V. Meslar of Mor- 
ristown, J. A. Sprouls of Jersey City, H. J. Farrell of 
Camden, W. A. Snudden of Morristown, S. C. Fredericks 
of Newark, Frank Fell of Trenton, William T. J. Orriss of 
North Hudson, Joseph Durr of Montclair, and John J. 
Corcoran of Jersey City. All except the Messrs. 
Aldous and Snudden were accompanied by their wives. 
yuests of honor included National Vice-President and Mrs. 
Thos. F. Nolan, Retiring State President and Mrs. Walter 
Grub of Newark, and National Director and Mrs. Samuel 
F. Wilson. 
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Top row: H, J. Lauer, J. Karver, William Borduin and David 
Ringle, all of Paterson.—Middle row: J, Van Buiten of 
Paterson; William Robson of the Hajoca Corp., Philadelphia; 
M. F. Whalen of Thomas Maddock’s Sons Co., Trenton; H. B. 
Russell of the Newark office of Speakman Co.—Bottom row: 
H. E. Baumgartner of Newark; E. Carl of the Eselgrath Co., 
Jersey City; F. L. Merrell of Newark; J. J. Sikkema of 
Paterson 


There was the usual good entertainment expected at a 
convention of this association. Tuesday evening the entire 
delegation viewed an excellent show at the Mosque 
Theater, the tickets being provided by the Newark asso- 
ciation, while Wednesday night was the scene of the big 
banquet and ball, where the sober black and white of 
tuxedos proved a pleasant background for the colorful 
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Cadwell No. 10 Automatic Air Valve 


THE BEATON & CADWELL MFG. CO., New Britain, Conn. 


ESTABLISHED 1894 
Office and Warehouse carrying stock of Perfection Products and Simplex Flush Valves: 


| 


— Cadwell No. 10 Non-Adjustable 
Air Valve contains many features 
that prove profitable to you when ex- 
plained to your customers. 


You readily appreciate the sales possi- 
bilities of this instantaneous acting air 
valve, so finely constructed and guaran- 
teed for five years’ service under the most 
trying conditions. 


Its attractive lines will quickly take your 
customer’s eye. These valves are packed 
two in’a box, six boxes in an attractive 
display carton, and when displayed in 
your show room, will start a lively over- 
the-counter trade. 


NEW YORK CITY 
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evening gowns of the ladies. In addition the ladies were | 
taken for a sight seeing trip on Wednesday, being oc- | 
cupied with their own convention the first day. | 


THE FOURTH ANNUAL CONVENTION OF THE NEW 
JERSEY LADIES’ AUXILIARY | 

N important meeting held in connection with the con- 
A vention of the New Jersey State Association of | 
Master Plumbers was the fourth annual convention of the 
Ladies’ Auxiliary, held at the Elks Club on Tuesday after- | 
noon, with Mrs, Charles Zimmerman, Union City, state | 
president, in the chair. | 

The sessions opened with approximately 150 ladies in 
attendance, the first official act being the salute to the 
flag. Mrs. Leslie Williams, of East Orange, first vice- 
president, later elected president, welcomed the delegates 
and guests, the response being made by Mrs. John J. Cor- 
coran of Jersey City, second vice-president. In her re- 
marks, Mrs. Corcoran expressed the hope that the Newark 
association would soon form an auxiliary. 

One of the first speakers was National Director Samuel 
F. Wilson of Newark, N. J., a past president of the 
National Association of Master Plumbers, who con- 
gratulated the women on their organization and expressed 
as his opinion that the ladies are a most forceful help in 
bettering master plumbers’ associations. He was followed 
by William F. Beck, Lake Hopatcong, N. J., who detailed 
some of his experiences when helping organize the state 
auxiliary, and also told of his organization of an auxiliary 


in Florida, where he spends the winter months, 

The ladies were invited to bring their husbands to the 
annual ladies’ night of the New Jersey Chapter, National 
Association of Plumbing and Heating Salesmen, which 
was held in connection with the national association of 
that body on Friday evening, May 27, the invitation com- 
ing from William Kreuger, president of that chapter. 
.Qne member has passed away during the year, the 
members making fitting mention of their loss by expressing 
Their deep regret at the death of Mrs. Joseph Fay of 
Montclair. = 

Committees appointed by Mrs. Zimmerman included: 
Auditing: Mesdames Hoffman of Verona, Wasniewski of 
Clifton, and Strack of Camden. Resolutions: Mesdames 



































Ringle, L. Aretz, Roy Schleich, 


Harris, D. 
Joseph A. Sprouls, William Borduin, J. C. Pacilio and Samuel 
Schneider.—Bottom picture: J. J. Eldracher, A. Berg, Charles 


Top picture: E. 


Kunz, A. M. MeChesney, Harry Kraus, C. M. Jeffries and Ray 
Bocco. Master plumbers in attendance at the annual conven- 
tion of the New Jersey association in Newark 
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: Speakman Simwers, 
i bath, lavaly and 
sink fixtures can 
be furnished in 
“nickel or 
SPEAKMAN 
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SPEAKMAN ComMPANY 


WILMINGTON DELAWARE 


Speakman Showers and Fixtures 
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bi are more Minneapolis 
Heat Regulators in use than 
all other kinds of heat controlling 
devices combined. Uninterrupted 
leadership for 41 years, 





















Write for catalog and 
sales plan 
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Minneapolis Heat Regulator Co. 
Est. 1885 


2801 Fourth Ave. So, 


TheAfINNEAPOLIS™ 


Heat REGULATOR 


oT COAL~GAS—~—OlL 


eT 
Pumper Brass Goons 
PLUMBERS SPECI os 

THE PECK BROS. & CO. 


Gstablished 856 
NEW HAVEN, CONN. NEW YORK CITY. 


Minneapolis, Minn. 
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(Alberene Pattern) 
Plumbing jobbers—if you have 
been looking for a good vlace to 
buy the good old Alberene 
Pattern Laundry Tray Legs— 
place your next order with us. 
Thoroughly seasoned and nicely 
finished castings make our tray 
legs preferred by most plumbers 


Dependable Products— 
Dependable Service 


RICHMOND 


Foundry&Manufacturing Co- 
RICHMOND, VIRGINIA 
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Brenner of Orange, Fitzgerald of Montclair, and Hoff- 
meier of North Hudson. Credentials: Mesdames Werner 
of Jersey City, Royer of Trenton and Scull of Camden. 
Registration: Miss Florence Werner of Jersey City. 

The convention was then honored by a visit, including 
short addresses, from National Vice-President and Mrs. 
Thomas F. Nolan of Albany, N. Y., both of whom spoke 
of the pleasure of the visit to the New Jersey auxiliary. 

Various resolutions were introduced, all of them later 
failing of passage, then the reports of the officers were 
received. Retiring President Mrs. Zimmerman told of 
three meetings held by the state board, at Camden, Jersey 
City and Trenton, besides visits of individual members to 
meetings at Jersey City, North Hudson, Montclair, Clifton, 
South Bergen and Passaic, and thanked all of the members 
for their co-operation. Then in rapid order, came the 
reports of the vice-presidents, Mrs. Leslie Williams, and 
Mrs. J. J. Corcoran; treasurer, Mrs. J. M. Heidweiler of 
Trenton, secretary, Mrs. W. T. J. Orriss of North Hudson, 
trustees, Mesdames A. J. Hoffman of Verona, Thomas Was- 
niewski of Clifton and Viola Strack of Camden, and 
sergeant-at-arms, Mrs. W. J. Wilson of South Bergen. 

It was announced that the association had a gain of 12 
members during the year and that the scholarship fund 
was almost half way toward the $2,000 goal. Then the 
convention elected officers for 1927-28, as follows: 

President, Mrs. Leslie Williams, East Orange; first 
vice-president, Mrs. John J. Corcoran of Jersey City; 
second vice-president, Mrs. Charles J. Samuel of Mont- 
clair; secretary, Mrs. George Brenner of Orange; treas- 
urer, Mrs. J. Miller Heidweiler of Trenton, re-elected; 
trustees, Mrs, Thomas Wasniewski of Clifton, re-elected; 
Mrs. Viola Strack of Camden, re-elected and Mrs. W. T. 
J. Orriss of North Hudson. Mrs. William J. Wilson of 
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Top row: Willard Hedden, F. Gilmour, George Taylor and 
J. J. Fagen, all of the Thatcher Co.—Bottom row: Harry 
Officer of Newark and Fred Diederick of New York, both of 
Crane Co.; F. L. Shoppe of Hedges & Bro.; M. Ward of the 
M. J. Ward Supply Co., Newark; E. G. Hedges, president of 
Hedges & Bro.; C. E. Holcomb, sales manager of Hedges & 
Bro.; Frank Meyers, Eastern manager of the Ohio Brass Co.— 
Photos taken at the annual convention of the New Jersey 
state association held recently in Newark 


Lyndhurst was re-elected as official sergeant-at-arms. 


At the banquet, which was attended by over 600 per- 
sons, presentations were made to Mrs. Charles Zimmer- 
man, retiring president of the auxiliary, Mrs. W. T. J. 
Orriss, retiring secretary, and Mrs. James E. Desmond. 
Mrs. Zimmerman and Mrs. Desmond were each given bas- 
kets of flowers, and the auxiliary also gave Mrs. Zimmer- 
man and Mrs. Orriss each a beautiful cameo pin. The state 
board of the women’s organization presented the retir- 
ing president a set of duchesse lace covers and the re- 
tiring secretary a set of Madeira napkins. 





~ Opening the Way to More Profit 


That’s what the Penberthy Cellar Drainer is doing for more 
than one of the plumbing contractors who sell it. 


Installing the Penberthy gives the wide-awake dealer the 
opportunity of, making a thorough inspection of the plumb- 








ing in the house. 





Very often, the entire piping in a building needs “going 
over’, and again recommendations for new bath room or 
kitchen equipment can be made. 


Get the Penberthy Cellar Drainer and sell it for itself and 
for the profit possibilities it opens up for you. 


PENBERTHY INJECTOR COMPANY 


1260 Holden Avenue 
Canadian Plant: Windsor, Ontario 


Established 1886 
Detroit, Michigan 


AUTOMATIC 


CELLAR DRAINERS 
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‘From the largest building 
to the smallest cottage 
IDEAL GAS BOILER 


Sele Peery heating need 
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View of 14 to 22 section steam boiler fully equipped. Furnished 
with snap action or throttling control. 





HESE boilers, designed fundamentally for big installa- 
tions, are the most compact for their rated capacity on 


























the market, irrespective of fuel used. iewah i tn 48 salon ant alban 
. . fully equipped. Furnished with snap 
A low water line of only 43” and a medium number of action o throttling control. 
bur ity simplify adjusting and cleaning. ‘ : 
ners of large capacity simplify justing g Sizes—Ratings 
In addition, the largest assembly contains but two flue con- iaialiiaiaie Ye oo 
hections, two outlets and two returns of adequate size to ain — 







: : 4-G-7 2400 3900 
handle the rated output with normal velocity of flow. iG 5 ae 
. ° . 4-G-9 3200 5200 
Ideal type 4-G boilers are insulated with smooth asbestos +G-10 3600 3850 
panels, black vitreous enamel trim and with gray vitreous 
i . : _ 4-G-14 4800 7800 
namel canopies and draft diverters, giving a durable and G6 —. se 
permanently attractive appearance. 4-G-18 6400 10400 
4-G-20 7200 11700 





8000 13000 




















RESIDENCES 


IDEAL 
type 1-G 


HIS is the standard gas-fired boiler for all 
general house heating requirements and for 
hot water supply. The culmination of years of 
research, it is highly efficient, simple in oper- 


* ation, automatic in control, and economical of 


gas. 


Like all Ideal Gas Boilers the Type 1-G is 
fully equipped with positive mechanical auto- 
matic controls for steam, water and vapor, 
including thermostatic pilot, and is regularly 

supplied with vitreous enamel can- 





Bolter 
NuMBER 














1-G-5 
1-G-6 . 
1-G-7 
1-G-8 
1-G-9 
1-G-10 

| 1-G-11 

| 1-G-13 


View of 7 section water boiler 

—fully equipped. Furnished 

with snap action or throt- 
tling control. 


1-G-15 





1-G-4... 


Sizes—Ratings 


Steam 
525 
700 
875 
1050 
1225 
1400 
1575 
1750 
2100 
. .2450 


opy and draft diverter and asbestos 
insulated jacket. 


A.G.A. 
RATING 


Water 
900 
1200 
1500 
1800 
2100 
2400 
2700 
3000 
3600 
4200 


In every respect this gas boiler 
offers your customers a sound invest- 
ment in heating equipment. It is 4 


fitting product around which to 
build a successful heating sales 
campaign. 

















Seeeettiade 








Why most Gas Companies 


merchandise 


IDEAL GAS BOILERS 


1 Manufactured by a world leader in the 
¢ heating industry—tested and rated ac- 
cording to A. G. A. code—approved by leading 
gas company laboratories. 


y J Easier to sell because of wide public 
* recognition of the trade name “Ideal” as 
standing for the best in heating equipment. 
Commands the respect of architects and 
builders—accepted without question by the 
heating trade. 


i 


types 


The only complete line of gas boilers on 


the market offering a range of standard 
and sizes for every requirement. 


Fully equipped with all accessories and 


4. complete automatic controls specially de- 
signed for Ideal Gas Boilers only. No extras— 
nothing else to buy. 


5 


Sd 


Complete cooperative advertising service 
to promote local sales. 
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IDEAL ARCOLA 

















- FOR SMALL HOMES AND OTHER BUILDINGS 
(ee 


GAS HEATERS 


























With Parlor 


(uninsulated ) 
jacket and complete No. 797 
water equipment. 











Heater NuMBER 


GA-4 . 
GA-5 .. 








GA-6 
GA-7 











Sizes—Ratings 


. 225 375 
. 300 500 
375 625 
450 750 


A.G.A. Ratinc 


Steam Water 









































With insulated jacket and com- 
plete No. 800 steam equipment. 


| es ARCOLA GAS HEATERS open 
up a tremendous new field for heating 
by gas. With them you can heat small 
cottages, stores and shops and small build- 


ings of every kind. 


Here is a completely flexible system of 
radiator heating by gas, combining beauty 
of appearance with utmost efficiency in 
operation. Ideal Arcola Gas Heaters may 
be used for installations in buildings with 
or without basements and for operation 


























Without jacket but with com- 
plete No. 800 water equipment. 


with either steam or water equipment. 
Jackets, canopies and draft diverters are 
all of beautiful lustrous gray vitreous 


enamel. 


Each type of heater may be equipped 
for complete automatic operation with 
either snap action or throttling valve con- 
trol. The interchangeability of jackets, 
and of steam or water equipment, makes 
it possible to adapt these heaters to the 
widest possible variety of heating re- 


quirements. 





FOR FULL INFORMATION WRITE TO AMERICAN GAS PRODUCTS CORPORATION, 376 LAFAYETTE STREET, 





NEW YORK 
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AGP :: 


GAS FIRED 


EAM RADIATOR 


5-Tube Corto Design 


RACE of line and real beauty of 


appearance characterize the new 
A. G. P. gas-fired steam radiator shown 
below. 


Modelled after the famous “Corto” 
design in five columns, the A. G. P. gas- 


fired steam radiator also incorporates the 
well-known principle of screw nipple con- 


nection between sections assuring perma- 
nent leak-proof joints always held in 
perfect alignment. This also eliminates 
unsightly dust-collecting tie rods. It 
occupies less floor space and gives out 


more heat thus combining higher effici- 


ency with genuine attractiveness. 














The new A. G. P. gas-fired steam radi- 


ator contains all of the positive and auto- 
matic operating features that have always 
been associated with it in the past, includ- 


ing gold-plated diaphragm regulator. It 
is furnished in three heights: 26”, 32” 


and 38”, and in sizes from four to fifteen 
sections. 

Here indeed is the last word in heating 
equipment for stores, apartments, schools, 


theatres, churches, factories, offices and 
small buildings of every kind. You can 
unhesitatingly recommend A. G. P. gas- 
fired steam radiators to your customers. 

We invite you to send for details, 


prices and sales plans. Write us today. 














AMERICAN GAS PRODUCTS CORPORATION 


376 Lafayette Street, New York City 
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Pennsylvania Directors Recommend 


Field Worker 


HROUGH lack of space in last week’s edition, in 
if which was published the report of the thirty-third 
annual convention of the Pennsylvania State Asso- 
ciation of Master Plumbers, held at the Penn-Harris Hotel, 
Harrisburg, Pa., May 17 and 18, the reports of the di- 
rectors and some of the committees were omitted. They 


are published below. 


THE DIRECTORS’ AND OTHER REPORTS 
HE report of the Board of Directors contained reso- 
sane and a recommendation that a field worker be 
appointed which were referred to the Resolutions Com- 
mittee for later discussion. 

The report of the Sanitary Committee, presented by 
Howard G. Yocum, Reading, brought out that the need 
for public comfort stations was slowly being met and rec- 
ommended that every master plumber get behind a move- 
ment to eliminate the laxity that exists in keeping in 
good sanitary conditions those now in use. It further rec- 
ommended that master plumbers exercise the utmost care 
in selecting proper sanitary materials for installation and 
that the proposed state-wide code be carefully considered 
with a view to making any necessary changes. 

National Director C. F. Troutwine as chairman pre- 
sented the report of the Membership Committee which 
outlined the membership campaign conducted during the 
year. A series of three letters went forward to each non- 
member, with the result that the membership was brought 
up to 1,413, making Pennsylvania the second largest state 
organization in the country. The report concluded with 
the recommendation that a drive for 2,000 members be 
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launched. This could be done, according to the report, 
by zoning the state and the creation of an appropriation 
which would permit the committeemen to work these 
zones. In addition to the admission of five new locals 
previously mentioned, Pottstown, Norristown and Cum- 
berland Valley associations were reinstated. 

The Legislative Committee report, read by Chairman 
W. M. Logan, introduced in separate mimeographed form 
the proposed state code that is intended to cover the su- 





a 


Top picture: Mr. and Mrs. E. Kunde of the Malone Plumbing 

Supply Co., Pittsburgh; Mr. and Mrs, C, C. Stanton of Johns- 

town.—Bottom picture: Herman Moser, Joseph J. Bunn, W. H. 

Beahm, all of Philadelphia; Joseph Cleary, of the Quaker City 

Specialty Co., Philadelphia.—Photos taken at the annual con- 

vention of the Pennsylvania state association held recently 
in Harrisburg 














P, ie Fe 

















Popular 


Because 
Finest 


PHOENIX BRASS FOUNDRY 


IRVINGTON, NEW JERSEY 


P. B. F. 









































84 DOMESTIC 


pervision of plumbing installations in all communities 
throughout the state. This is to supersede the present 
antiquated code which is limited as to localities in which 
it is effective. The report thoroughly covered the various 
meetings of all interested parties at which changes were 
decided upon. In the minds of members of this commit- 
according to the report, the code is practically ready 
to be put up to the legislative body but needs a little re- 
vamping, and it was recommended that the new committee 
continue the work as it now has the approval of the state 


department. 


tee, 


THE EDUCATIONAL COMMITTEE 

HE establishment of educational schools for the 
] poedinen of apprentices and foremen, the support of 
a scholarship for the sons of master plumbers, the adop- 
tion by master plumbers of the use of the standardized 
symbols on plans, increased membership, the raising of 
the membership fee, and the appointment of a field man, 
formed the substance of the suggestions included in the 
report tendered by John H. Keane, chairman of the Edu- 
cational Committee, who made a review of the reports 
submitted during the past five years and summarized the 
most essential points. Two recommendations concluded 
this report. The first, to the effect that within sixty days 
after this convention an advertising campaign featuring 
the association’s guarantee, the commercial seal, and the 
published list of active members, their and 
telephone numbers, be inaugurated. The second, that a 
luncheon meeting be arranged for the presidents and sec- 
retaries of the various affiliated locals on the final day of 
the convention for discussing educational features that 


would be of interest. 
A program was laid out by the 


THE REPORT OF 


addresses 


Research Committee for 
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the purpose of making a survey of colleges for data per- 
taining to the industry in its report. This work, according 
to the committee, could be accomplished at an approximate 
cost of $1,000 for the clerical work involved. 

Richard Turner presented the report for the Apprentice- 
ship Committee, pointing out the progress that has been 
made throughout the state in educational work, classes 
having been formed in Johnstown with 22 pupils, in 
Lancaster with 39, in Philadelphia with 811, in Pitts- 
burgh with 163, in Reading with 36, in Scranton with 56, 
in Abingdon with 24, with the probability that two or 
three more classes embracing about 100 pupils will be 
later added. The classes are being conducted under the 
auspices of the public school systems and under the pro- 
visions of the Federal Smith-Hughes Act. Copies of the 
plan providing for the selection, education and _ final 
certificate of the apprentice as formulated by the State 
Apprenticeship Commission can be obtained by applying 
to the Vocational Division, Pennsylvania State Depart- 
ment of Public Instruction. This department is eager and 
particularly desirous of having the delegates attending 
the convention bring to the attention of their local asso- 
ciations the advisability and wisdom of starting now to 
organize classes for instruction. Mr. Turner who was 
also a delegate to last year’s National Convention made a 


complete and enlightening report of its procedures. 
Among the communications put before the convention 
by Reading Clerk Bachofer was a letter from the Virginia 
Association, requesting that the Pennsylvania organiza- 
tion concur in a movement to have the national organiza- 
tion offer a $10,000 prize for a slogan, another from Na- 
tional President A. J. Wilson, another from J. L. Murphy, 
from Alexander Coleman, and one from William 
urging attendance at the National convention. 


another 
J. Lang, 
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Sanitors Simplified Practice 


(Continued from Page 37) 


fixtures, consideration was given so that one or more 
systems can be added to one another, and an almost un- 


limited number of arrangements are made immediately | 
available without having to refigure the new combination. | 


“Realizing the considerable variation in plumbing codes | 


and the growing tendency in more progressive cities to 
adopt the new national plumbing code, the new national 
code sizes of soil pipe and fittings are shown and listed. 

“Where the larger diameter pipe and fittings are still 
in use, it is necessary to change the 3-inch to 4-inch size 
and the 4-inch to 5-inch size in the lists.’’ 
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Fig. 20 


The Loughlin method, we believe, confined itself to the 
figuring of stacks only, whereas, we shall see that the 
Sanitors scheme includes other common units (if we may 
so call the different separate groups or portions of a 
plumbing system). Under this plan, the standard esti- 
mates for the several different stacks or groups can be 
added together, and the: total estimate for almost any 
common type of dwelling quickly obtained, except for the 
horizontal cellar work, which varies with each different 
job, and this part needs to be figured separately. 

We think the idea of this plan of estimating will al- 
ready have become understood by readers, but to make 
the thing entirely clear we will show one of the charts 
and its complete estimate. 

In Fig. 1 is shown the chart or elevation for a two- 
story single residence, having a plumbing outfit consisting 
of a water closet, bathtub, lavatory, kitchen sink and floor 
drain. This layout is for a definite arrangement of fix- 
tures. It would seem that additional value and definite- 
hess would be given to the plan if a simple floor plan of 


the bathroom layout were to be shown in connection 


with the elevation. 
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of Tyrainage/™ 


A COMPACT, self-con- 
tained unit for draining 
cellars, pipe tunnels, elevator 
pits, and for numerous other 


uses. 
Automatic operation. Eco- 
nomical. Reliable. Quiet. 


Pump Goulds Centrif- 


ugal. Cast iron 


casing. Wearing parts of 


bronze. 
YH. P. verti- 


Naoter ~%*. vet 
mounted on pit cover. 
Double pole 


Switch a 


ed on pit cover. All working 
parts entirely closed. 
Copper float and 


Float brass rod actu- 


ate the automatic switch. 





Send for complete information and price. 


Goulds Pumps, Incorporated 
Seneca Falls, N. Y. 


SUMP 


GOULDS sxe. 








STRINGER 


HUB DRAINAGE FITTINGS 


Reduce Roughing-In Costs and Make 
Easier and Better Installations 


S| 
¢ 


DUAN 


They eliminate the annoying, time-consuming and 
expensive long-screw connections, unions or “‘R” 
and “L” nipples, and therefore SAVE YOU TIME 
and MONEY. 


Vier tama tinerdl 


Tilustration shows 
position of pipe in 
sleeved hub after 
being screwed into 
top fitting. 


NOTE: Oakum 
cannot possibly 
work thru joint, 
or pass end of pipe. 


Simply drop pipe 
into sleeved hub, 
screw into top fit- 
ting, calk—and the 
job is done. 


ufacturers of a complete line of fittings for 
sither CAST IRON or SCREWED PIPE instal- 
lations. We have fittings for any type operation 
—whether a skyscraper, hotel, apartment build- 
ing or small cottage or bungalow. 
Write today for catalog of modern and econom- 
ical plumbing roughing-in systems. 


STRINGER BROS. CO., Inc. 


1100 W. 38th St. :: Chicago, Ill. 


Warehouses: Chicago, IIl., Gadsden, Ala. 
Factories: Gadsden, Ala 
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CALNE RUERERRREREEERSE Beene ceeRees: | With the chart shown in Fig. 1 goes the estimate of 


AERA RR ERaEES we 
pnt Ate ety ra bs +4 ghee Hy stock, including both roughing-in and finishing materials, 
AAARDLUELTEBEUEEEEEEEEmmEneananeneee | This is shown as follows: 


RARAAARAARALLERLREREBEREREELELE BEEBE Ee) TWO STORY—SINGLE RESIDENCE 
Closet, Tub and Lavatory on Second Floor, Sink on 


N N FE »% First Floor, Floor Drain Only in Basement 
| 20 ft. 4” X HC. I. Soil Pipe; 35 ft. X H C. I. Soil 
Pipe 
1 4”x3"” X H Cast Iron Increaser—36” long 
PREJS URE RELIEF VALVES | 10 ft. 2 x Cost Iron Soil Pipe; 1 4” X H Cast 


° ° 4"x3” X H Cast Iron Y; 1 4”x2” X H Cast 
The outside spring on the eon 


Donnelly Pressure 2 Relief 3” X H Cast Iron Sanitary Tee 

Valve does away with the ‘ 3”"x2” X H Cast Iron Sanitary Tees 
possibility of spring corro- 3”x4” X H Cast Iron Closet Bend with ©. I. 
sion, with the subsequent Flange 


loss of tension and adjust- 3”x2” X H Cast Iron Tapped Tee 
ment 4” X H Cast Iron Plug 


This Donnelly Valve is de- 
signed especially for base- bs! 

ment system tanks, range Two JToRY Dovale”~ RESIDENCE 
boilers, storage heaters and a: ee eee 


closed plumbing systems. 


It operates automatically 
when pressure becomes too 
great. It is easily and 
speedily adjusted to any re- 
quired pressure. Your job- 
ber will be glad to sell you. 


DONNELLY MFG. CO. 

29 Mills St., MALDEN, MASS. 
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The Scullery Sink illustrated below is made in / 
four stock sizes of No. 12 gauge steel, galvanized ] 4” Cleanout—Code; 1 3” Cleanout—Code 


Gee ees cen 2"x1%” X H Tapped Tee; 1 2” Floor Drain 
Z ” 4" . ” yw" ¢ <ing 
L. 0. KOVEN and BROTHER, Inc. 2 ae Ferrule; 1 2”x1%4” Caulking 
154 Ogden Avenue, Jersey City, N. J. 5 | Caulking Lead; 3 lb. Hemp; 5 gal. Gasoline 
Bow Vest: Cie Wasessome . Putty; 1%” C. I. Drainage Plain P Trap for 
Bath 
14%4”x1%"x1\%” C. I. Comb. Drainage Y and 
% Bend 
4” Roof Flashing 
1144”x1%4"x1\%” Drainage Sanitary Tee 
14%” Cast Iron Drainage Sanitary Tees 
1%” Cast Iron Drainage Combination Y and 
% Bend 
11%” Galv. Pipe steel; 28 ft. 14%" Galv. Pipe 
steel 
2” Galv. Pipe steel 
14%” Nipples, 4” long; 2 14%” Nipples, 4” long 
2”x14%”x2” Standard Cast Iron Tee 
2”x1%)"x2” Standard Cast Iron Tee 
2”x2”x1\%)” Standard Cast Iron Tee 
2”x2”x1%” Standard Cast Iron Tee 
2” Standard Cast Iron Ells 
1%” Standard Cast Iron Ells 
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1 14%” Standard Cast Iron Right and Left Coup- 
ling 
3 1%” Standard Cast Iron Right and Left Coup- 
ling 
2” Standard Cast Iron Plug: 
14%” Standard Cast Iron Plug 


%” Stop and Waste Compression Cock rough 


1” Boiler Couplings; 2 %”x1%4”x%” Galv. Tees 
144°x%”x1” Galv. Tee; 2 %” Galv. Tees 
"x 14"x%" Galv. Tees; 12 4%” Galv. Ells 
6 %” Galv. Ells; 1 %” Galv. Ell; 1 %” Galv. 
Union 
2 %” Galv. Unions; 1 %” Galv, Union 


1 
1 
1 
3 %”" Compression Stops rough 
2 
1 
4 


1 %” Rgh. Compression Stop for Circulating 


Pipe 
105 ft. %” Galv. Iron Pipe steel 
10 ft. %” Galv. Iron Pipe steel 
30 ft. 3” Galv. Iron Pipe steel 


6 %”x6” Pipe Hooks 
1% doz, Flat Head Screws, 214” long 
2 N. P. Closet Bolts with N. P. Washers 
2 N. P. Round Head Screws with N. P. Washers 


64 Hrs. Labor 





Two STORY DUPLEX 
Closet, Bath Tub and lavatery 
And Sink, In Lach 
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Fixtures and Finish Brass Goods 
1 %” Hose Bibb for Boiler Drain 


tbe 


Sink) 

N. P. Basin Cocks 

1%” Double Bath Cock—B. O. Ells 

1%” Rough N. P. Brass “P” Trap (for 
Kitchen Sink) 

14%” N. P. Brass “P” Trap for Basin 

%” N. P. Brass Basin Supply Pipes Plain 

1%” N. P. Brass Bath Supply Pipes Plain 

%” N. P. Brass Closet Supply, %” N. P. Comp 
Stop 

W. C. Combination Tank, Bowl and Seat 

20”x30” Roll Rim Enam. Iron Kit. Sink with 
Back 

fnamel Iron Lavatory with Apron 

5 ft. Roll Rim Enamel Iron Bathtub 

N. P. Connected Waste and Overflow 

30 gal. Range Boiler with Stand 


enw _ bo 
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%” N. P. Plain Flanged Bibbs (for Kitchen 
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SURE!! 


Whenever you have 
to make a test you’ve 
got to be absolutely 
sure of the equip- 
ment you work with. 
Climax Test Plugs 
give you the assur- 
ance that all outlets 
will be _ positively 
plugged tightly. In- 
spectors know Cli- 
max equipment and 
are always pleased 
when they find them 
on the job. 





STRAIGHT 
DOUBLE PLUG 





The Climax 
Test Tee Plug 


will be found 
very efficient 
and constant- 
ly needed. 









CLIMAX TEST TEE 
PLUG 





THE C. M. K EMP Mc. Co. 


PLUMBERS ' SPECIALTIES 
BALTIMORE. Mp.US.A. 
Pacific Coast Agents: 
WM. P. HORN CO. 


Rialto Bldg., San Francisco, Calif. 
509 Wilcox Blceg., Los Angeles, Calif 
L. C. Smith Bldg., Seattle, Wash. 
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Why Classic Leads 


It was the first combina- 
tion sink fixture on the 
market. Has many exclu- 
sive features, including 
adjustable arms. But 
most of all, because it is a 
Chicago Faucet, and that 
means there's no higher 


quality. 
FAUCETS The Chicago Faucet Co. 


2700-22 N. Crawford Ave. 
Chicago, Ill 














Telephone: Lawndale 1850 - 1851 


Ingot Brass 


Smelters and Refiners 
High Quality Metals 
Metals made up to specifications. 
R. LAVIN & SONS 


2511-2525 W. 21st St. 
John Hartman, Sales Mgr. Chicago, Ill. 
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A type and size for 
every building from 
the skyscraper to 
the cottage. 


Write for catalog and 
installation data. 


HUMPHREY COMPANY 
(Dio. Ruud Mfg. Co.) 
Michigan 





Kalamazoo : 








Bear This in Mind 


Gas is the only fuel 
of which an unlimited supply 
is always on hand 


MEARS-KANE-OFELDT, INC. 


Menulecturers of 


GAS FIRED BOILERS AND WATER HEATERS 
1903-1915 EAST HAGERT STREET = PHILADELPHIA 


| water closet in the basement. 





| houses, 
| and 
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1 Hot Water Heater, C. I. Coil 
6 ft. 3” Galv. Conductor Pipe (Vent for Heater) 
g 3” Galv. Conductor Ells (Vent for Heater) 


1 3” Damper 


OTHER MODIFICATIONS OF THE SANITORS SYSTEM 

NOTHER modification of this same layout is shown 
A in Fig. 2, but this one shows, in addition to the fix- 
tures of Fig. 1, a set of laundry tubs, and an additional 
This layout is shown in 


Fig. 2. It is not necessary for us to show the estimate 


| for this job. 


In Fig. 3 is shown a stack, also for a two-story single 


| residence, showing the kitchen sink and a second floor 
| water closet, and in Fig. 4 five different layouts for base- 
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ment fixtures. Fig. 5 shows a chart or elevation of the 


| hot and cold water supply system for this same type of 


house. 

It will be noted that each one of these illustrations 
covers the one type of house, the two-story single resi- 
dence, and that each of the nine sketches is in the P 
While the P series covers this type, the B series 
It should be borne in 


series. 
covers another type, and so on. 


mind that each chart is accompanied by its own list of 
| material. 


The B series, shown by Figs. 6, 7, 8 and 9, covers the 


| work in the single bungalow or one-story residence, each 


chart of course being accompanied by its estimate of 
labor and material. Another B series, shown in Figs. 19, 


11, 12, 13, 14 and 15, shows one-story double bungalows 


' or one-story residence, 


The A series covers two-story double or four-apartment 


these charts being shown in Figs. 16, 17, 18 
19. 


The final series is the D series, which deals with two- 


| Story double and two-story duplex residences. 
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It will be observed that each type of house that the 
Sanitors system of estimating covers in this book, is 
either one-story with basement or two-story with base- 
ment. Consequently, if any chart in the P series or in the 
B series, for instance, covers a special layout in connec- 


tion with a series A or series D layout, it may be used | 


with the latter. 

We know from experience that each city is likely, in 
the course of time, to find itself following certain definite 
jayouts which may be quite a bit different from those of 
some other city. This we believe is particularly true of 
bathrooms. We know of one city, for instance, that is 
built up to three-family houses, three-deckers, as they 
are commonly called, and the floor plan for bathroom and 
for kitchen fixtures are almost exactly the same in a large 
majority of cases. We take it that in arranging the vari- 


ous charts or elevations for the estimating system we are 


discussing, they reflect arrangements, grouping, etc., that | 
That being the | 
case, another city to establish such an estimating scheme, | 


are typical of Dayton plumbing practice. 


would have to give special attention to the layouts mostly 
in use, and might not be able to use the Dayton list of 
materials without considerable change. 

There is one thing that is not quite clear to us—we do 
not understand how the basement work is handled under 
this system. The way in which it is handled in the 
“Loughlin’’ system has been explained, but it is not clear 
to us in connection with the Sanitors method. 

The Sanitors book contains two basement plans, but it 
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Fig. 24 


is not clear to us how it is possible for these to cover 
the many different layouts that might be shown on plans. 

Another point that is not quite clear is how the supply 
biping is estimated. 

When it is seen that such time-saving systems for esti- 
mating plumbing jobs are being put to use as shown in 
the case of this system and the “Loughlin” system, we 
believe it means much for the plumbing trade. 
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SIMPLICITY 


One of the big reasons SNO-WITE 


Bathroom Fixtures are preferred by 
customers is because their graceful 
appearance is so simple. Nothing 
flashy or gaudy about them but a 
modest simplicity that lends itself to 
any decorative design. 

















Contractors like to handle SNO-WITE 

fixtures because they know these fit- 

| tings will never craze, chip or discolor. | 
| The reasonable price allows them to 
make a fair profit and always results 

in satisfied clients. 


Our catalog on request. 


AMERICAN ENAMELED PRODUCTS CO. 


CHICAGO ee NEW YORK 
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ft bes forged brass tail 
nut, a feature of 
Commonwealth Lavigne 
Radiator Valves, makes 
these valves easier and 


more economical for the 
steamfitter to install. 


prayers 
, ail Your 
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COMMONWEALTH BRASS CORPORATION - DETROIT 





Because: Oatey 4 in I Flash- 
ings can be more easily 


installed. 


—they will fit extra heavy 
soil pipe without trim- 
ming collar. 

—they will fit all standard 
pipe and collar angle 
allows caulking without 
buckling. 


—they can be installed on 
any roof from flat to 45 
degree angle. 

They are a lot better. 


Roof Flashings are in con- 
stant demand. Get in a sup- 
ply of Oateys so you will have 
them on hand for that unex- 
pected job. Write for prices. 


OATEY 


Roof Flashings 


L. R. OATEY CO. 


5500 WALWORTH AVE. 
& CLEVELAND, OHIO 4 
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| mistake in his figures. 
| they stand as a constant menace, and present a very 


| discouraging and unjust situation to the careful, business- 
| like concern which does not make such mistakes, 
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It looks to us as if the time-saving feature migh 
haps prove to be the least of the benefits derived. 


per- 
Any- 


| one who has had experience in the plumbing business, 
| knows that when a person who is getting plumbing estj- 
| mates, shops around and gets perhaps half a dozen estj- 


mates on his job from different plumbing contractors, the 
unlucky bidder who gets the job often finds later that 
the reason it came to him was that: he made a serious 
Such things happen so often that 


but 
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DASEMENT DOVBLE 
Two Closets, Two Laundry Trays, Iwo Moor Drains 
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nevertheless loses many such jobs because of the other 
fellow’s blunders. 

It looks to us as if such a system as the Sanitors, being 
more or less fool-proof when fully understood, will even- 
tually greatly help sucha situation as we have mentioned. 

We hope that those who are responsible for the working 
out of this estimating system, will reply at considerable 
length to our discussion, answering the questions we have 
raised, and giving us a full understanding of how it is 
operated, and the results that are obtained. 





SANTA MONICA ASSOCIATION ANNOUNCES PROGRAM 


The Santa Monica, Calif., Master Plumbers’ Association 
has announced a very ambitious program. Among other 
things it intends to do is to hold service club meetings; 
consider the building of additions to its hall; provide 
an active membership committee, one which shall be able 
to distinguish the good material from the bad; foster the 
visiting of local associations among one another to the 
end that there may be an interchange of ideas. 





San Antonio, Tex.—The $12,144 plumbing contract 


| and the $12,450 heating contract have been let to the 
| West & Gutzeit Company, Romana street, on the city hall. 
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BUYS STANDARD SUPPLY CO.’S BRANCH AT 
PARKERSBURG 

The Universal Supply Company, of Newark, Ohio, com- 
pleted the purchase of the stock, good will and equip- 
ment of the Parkersburg, W. Va., branch of the Standard 
Supply Co. on May 12, according to an announcement of 
the former company. The Universal Supply Co. will carry 
on both businesses separately for the present and even- 
tually consolidate both stocks at its jobbing branch at 
610 Green street, Parkersburg. 





OPENS NEW BRANCH 


The Lehigh Valley Supply Co., of Allentown, Pa., has 
just opened a new branch in Lansdale, Pa. The company 
also has branches in Easton and Stroudsburg, Pa. 





OPENING BRANCH OFFICES IN PHILADELPHIA 

The Fitzgibbons Boiler Co., Inc., New York City, 
opened new branch offices in Room 442, Land Title Build- 
ing, Philadelphia, on June 1. The new branch will be in 
charge of Walter R. Dome, who has been connected with 
the heating industry for a number of years. 





NOW IN NEW LOCATIONS 
The Nu Way Sales Co. of Salt Lake City, Utah, is now 
located at 801 First avenue. 
The Detroit Range Boiler & Steel Barrel Co., formerly 


of Detroit, Mich., announced recently that its main office 
is now located at 454 Earl street, Toledo, Ohio. 





CRANE CO. OPENS BOSTON SHOWROOM 
Crane Co., has opened new exhibition rooms and offices 
at 799 Boylston street, Boston, Mass. The offices have 
been removed to the new address from 48 West. First 


street, South Boston, but a salesroom will be continued at 
the old address. J. E. Slattery is the Boston manager. 





LEE HARDWARE CO. BUILDS NEW HOME 


The Lee Hardware Co., plumbing and heating jobbers 
of Salina, Kans., has recently awarded the contract for 
the erection of a new building to be erected just south 
of the present building. The building will be three stories 
in height, the first of which will be devoted to office 
Space, while the other floor will be used for warehouse 
facilities. The plumbing and heating contract on the new 


building was awarded to the Salina Plumbing Co. 





U.S. RADIATOR CORP. LEASES BOSTON WAREHOUSE 

The United States Radiator Corporation has leased, for 
along term of years, the new fireproof warehouse now 
nearing completion in Vassar street, Cambridge, Mass., 
from the Boston Warehousing Trust. The building con- 
tains about 20,000 sq. ft. of floor space with railroad 
siding. The company will retain its present warehouse in 
South Boston, from which it will handle business in Boston 
and to the south of Boston, while the new quarters will be 
used for the cities and towns north of Boston and business 


91 


for north, west and east of Boston in various parts of 
New England. 





RUUD MFG. CO. MOVES INTO NEW BUILDING IN 
BOSTON 

The Ruud Mfg. Co. has completed the construction of a 
new building for its business on Cambridge street, near 
Hancock street, Boston, Mass. The company has leased 
the second floor of the structure to outside tenants for 
the present but has constructed the building with suffi- 
cient space to care for growth in the future. The company 
has just moved into the new building from its former 


quarters in High street. 





HONEYWELL HEATING SPECIALTIES CO. 
EXPANDING 

The Honeywell Heating Specialties Co. of Wabash, Ind., 
has recently acquired two new plants, giving the company 
a 26 per cent increase in manufacturing floor space. This 
company is now operating four plants, and its officials are 
planning to increase their personnel 35 per cent over last 
year. 





ANNUAL SALES CONVENTION OF SARCO CO., INC. 

Sarco Company, Inc., 183 Madison avenue, New York 
City, held its annual sales convention June 2nd and 3rd 
at the company’s main office at 183 Madison avenue, New 
York City. The convention was attended by all of the 
concern’s salesmen and was presided over by C. Wells, 
president, and E. J. Ritchie, general sales manager. Fol- 
lowing the convention, a trip was made to the Sarco plant 
at Bethlehem, Pa. 





OPENS BRANCH IN POTTSVILLE 


The formal opening of the new offices, display rooms 
and warehouse of the branch of the Reading Foundry & 
Supply Co., at 472 Nicholas street, Pottsville, Pa., was re- 
cently held. A luncheon was served, and immediately 
following, Miss Orsola Pucciarelli, one of the young ladies 
of the main office at Reading, Pa., rendered a number of 





Reading Foundry & Supply Co.’s new showroom at 472 
Nicholas street, Pottsville, Pa. 
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vocal selections. The Blue and Gold orchestra, conducted 
by George LaPish, purchasing agent for the company, 
furnished music for the festivities and for dancing. 

Fine arrangements feature the building itself, the dis- 
play room, offices and warehouse. The place was thronged 
with visitors, who inspected the building, display rooms 
and the latest equipment in the plumbing and heating 
supply line. Prominent among them were the officials of 
the Safe Deposit Bank of Pottsville; A. B. MacGregor, 
Philadelphia; Mr. and Mrs. John G. Fleck and William 
Wentz, Philadelphia; E. R. Castor, treasurer and man- 
ager of the Reading Foundry & Supply Co., and a host of 
Reading, Pottsville and vicinity. 


well-known plumbers of 


BOSTON ASSOCIATES TO ASK FOR A. O. B. A. 
CONVENTION 

One of the future plans of the recently formed Boston 
Oil Burner Associates, which is made up of representa- 
tives of Boston concerns handling various makes of oil 
burners, is to bring to Boston the 1928 national convention 
of American Oil Burner Association. This plan, among 
others, was outlined at a meeting and dinner of the asso- 
ciates last week at the University Club in Boston, with 
representatives of many of the leading oil buyner concerns 
of the country present as guests. B. L. Hallinan, presi- 
dent of the associates, presided. An address of interest 
was delivered by A. G. Schanze on “Oil Burning vs. Gas 
Heating.” 





MAPHONE CLUB PLANS OUTING 

The annual meeting of the Maphone Club was held at 
the Boston City Club, Boston, Mass., Saturday afternoon, 
May 21. Plans were discussed for an outing to be held 
some time in July, the date of which is to be set at a 
special meeting to be held shortly for that purpose. It is 
urged that all men affiliated with the organization be 
present at that meeting so plans can be made for the big 
event. 


DEPARTMENT OF COMMERCE MAY SIMPLIFY GAS 
COCKS 

Simplification of gas cocks may be the next measure of 
this kind of interest to master plumbers brought to the 
fore. It the Department 
Washington, DPD. C., that an association has brought to its 
attention the large variety in and 
cocks now on the market. The department has, following 
written to the leading manu- 
facturers in order to ascertain the consensus of opinion of 
the models and 


is announced by of Commerce, 


sizes dimensions of 


its usual line of procedure 


the makers on simplifying number of 
sizes. 

BRIGHT PROSPECTS AHEAD FOR OIL BURNER 

INDUSTRY 

C. U. Williams, president of the Williams Oil-O-Matic 
Heating Corporation, Bloomington, IIl., addressed the 
members of the Chicago Oil Burner Association at their 
regular monthly meeting and dinner at the Furniture 
Mart, Chicago, on May 10. Sixty members were present. 
Entertainment was provided by the Oriental Male Quartet. 
T. C. Kyle of Winslow Boiler and Engineering Co., Chi- 
cago, who has been seriously ill in a Chicago hospital 
was reported as making hopeful progress. 

In his address on ‘‘The Brighter Side of the Oil Burner 
Business,’’ Mr. Williams painted a very attractive picture 
of the future of the oil burner field. ‘There is seldom a 
’ he said, “that has as many contacts as has 
the oil burner industy. In this meeting there are tank 
men, oil men, makers of motors and various other oil 
burner accessories that go with the oil burner. All of 





business,’ 
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these people are our friends. In this we are more for- 
tunate than those in many other lines of manufacture.” 

“The oil burner industry is fortunate again,” he said, 
“in having a number of such enthusiastic groups as the 
Chicago Oil Burner Association. Almost every large city 
has such a group. Although the refrigeration industry 
has excelled the oil burner industry in number of units 
sold, it has no such groups of enthusiastic salesmen.”’ 

Mr. Williams spoke of the change that has taken place 
in the character of oil burner advertising. The company 
of which he is president keeps a file of oil burner adver- 
tisements and a decided change is noticed in the char- 
acter of the more recent copy. Advertisers are getting 
away from unpleasant references to competitive burners 
and are not so extravagant in their claims. They are 
saying less about the other fellow’s product and more 
about the benefits of oil heating. The public is familiar 
with the oil burner, Mr. Williams explained, but it must 
now be sold on oil as the source of heating comfort, con- 
venience and freedom from dirt. 

Mr. Williams quoted from the address of Frank How- 
ard, president of the Standard Development Co. of New 
Jersey, who spoke at the fourth annual convention of the 
American Oil Burner Association held at Buffalo in April, 
on the subject of “The Relation of Oil Fuel to Oil Heat- 
ing.’’ Mr. Howard’s message, Mr. Williams believed, 
should be broadcast widely in the oil burner field. ‘‘There 
were times,’ said Mr. Howard to the oil burner manufac- 
turers at the convention, “when I thought you were play- 
ing a losing game. Later I thought perhaps the oil burner 
would lay too great a burden upon the oil producer, but 
from this day on you are going to have the whole-hearted 
support of the oil industry.’’ 

The fear of a shortage of oil fuel is past history in the 
opinion of Mr. Williams. He cited the activities in Ger- 
many as one reason for this belief. Germany is now pro- 


At the annual convention of the National Pipe & Supplies 
Association, held at White Sulphur Springs, W. Va.—Top row, 
left to right: Donald Jones, of Jackson, Ohio; J. D. Hard- 
castle, of St. Louis, Mo.; F. Worcester, of Pittsburgh; A. G 


Stoughton, E. P. Pierce and J. C. Sanders, all of St. Louis. 


—Middle picture: F. W. Dows, Keystone Supply Co., Philadel- 
phia; A. C. Marshall, Lincoln Iron Works, Rutland, Vt.; J. W: 
Oliver, Standard Sanitary Manufacturing Co., Pittsburgh, and 
George D. McIlvaine, secretary-treasurer of the association. 
—Bottom picture: Martin A, Brennan, of Garrison-Heiland 
Corporation, New York City; Arthur Kehoe, of Ohio Brass 
Co., Mansfield, Ohio; L. LaFleur, of Wm. Heap & Sons, Grand 
Haven, Mich.; Chas. F. Meyer, of Iron City Sanitary Manufac- 
turing Co., Pittsburgh, and F. A. Kretschmer, of Kretschmer 
Manufacturing Co., Dubuque, Iowa. 
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— ducing, in quantities, oil from lignite. It is not expected 


& that this oil will come into the United States but it will 
id leave a greater supply in this country as a great deal O-B Brass Valves 
ald, , a : = 4 : 
th of the American oil is shipped out of the country. are made in the following styles: 
ne ie , 
eee The fact that producers of electricity are extending Flexitite Dise Gate Valves a 
; their service and their lines was another encouraging fea- 125 1b. Standard, Non Rising _Flexitite Disc, Gate, No. 50 


Stry : : P ve em ,No. 2¢ Steam, No. 3 
nie ture mentioned, which is good news to all those oil burner 125 Ib. Standard Rising Stem, | Hot Water, No. 40 


manufacturers whose burners require electricity for their 1001b. Light Standard, No. 2 romg mag a ” 
operation. But United States is still far behind many Globe, Angle and Check Valves Renewable 
other countries in this respect. When United States Ba ten — . to 
equals some of those countries in the extent of its elec- 125 Ib. Standard. 

trification, the oil burner will have a greatly extended field Competition 

in which to operate. In Switzerland, for instance, 96 out — 

of every hundred homes have electricity available while ee eae oe Page otal 

in the United States only 56 per cent are so favored. Patented ‘ 

Mr. Williams mentioned meeting with a group of 
bankers in New York City and emphasized the fact that 
bankers are now taking the oil burner seriously and con- 
cede that it is here to stay. The American Oil Burner 
Association has a substantial amount of money, he stated, 
to make the American public acqu*inted with the benefits 
of oil heating. Advertising will be taken care of by the 
(il Heating Institute which organization will release news 


of the oil burner industry to 1,200 newspapers. . Capacities 

He compared the oil burner industry with the refrigera- | ae 500 to 
tion industry, which has extended its sales in such a re- : 9000 
markable way in the last few years, and he believed, in Galtons 
summing up his address, that there is no reason why the 
oil burner industry should not be equally successful, and 
that the oil burner dealer and manufacturer are now 
merely in the early morning of a great day for the oil 
burner industry, that is bound to come. 
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For Pumping Hot or Cold Water, 
Oil and Other Liquids 
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NEW YORK CHAPTER NO. 1, N. A. P. H. S., ELECTS ga gery 17 
Mill, Mine or | A f THE F.E.MYERS 
OFFICERS Factory. C4 = & BRO. CO. 


Jack Flemm of Marks Lissberger’s Sons Co., Long Island |f Catalog on request. Ashland, 
City, N. Y., was elected president of New York Chapter 
No. 1, National Association of Plumbing and Heating 
Salesmen, at the meeting of the association held on Thurs- 
day evening, May 19, at the Hotel Pennsylvania, New 
York City. Joseph Spivak of Mayer Malbin Co., New York, 
was named vice president, Harry Olsen of Nye Tool & Ma- 
chine Works, secretary, and L. H. Stroh of Bluhm & 
Choyke Co., treasurer. The board of directors—John H. 
Taylor of H. Romeyn Smith, Inc., A. H. Hansen of Marks } op msery- Automatically oe 


Lissberger’s Sons Co., and Henry Reis of W. A. Russell & # Oiled Power Pumps re- “Oil-Rite” 

still Mines an setaie: te nin quire a minimum of attention Fig. 809 
: y : and render long, dependable 

The speaker of the evening was Harold Thompson of service, at low cost. Fig. 809 


Oster Mfg. Co., Cleveland, O., who talked on salesman- ae meee ee oan 
shi ‘ , ‘ 4 a ple. Send for Special Bulletin 
hip. Committee reports, including those of the retiring : featuring Fig. 809. Complete 
officers, showed an excellent growth in membership during Catalogue upon request. 

the year, the association now having 112 active members THE DEMING COMPANY 
as contrasted with 78 a year ago. Established 1880 = Salem, Ohio 


The newly elected officers made short talks, then asked HAND AND POWER PUM PS 


members to make suggestions to guide them in their lead- 

ership during the next year, several suggestions being re- Stop pipe thread leaks 

ceived. It was also decided to make a trip to Bridgeport, with SMOOTH-ON No. 1 in a 

Conn., on June 17, where the members are to be the guests 7 

of the Bridgeport Brass Co. on a trip through its plant. SMOOTH-ON CLAMP 
Fletcher Collins of the A. M. Byers Co., Pittsburgh, was Sizes for 1-in. to 12-in. pipe. 


a guest at the meeting. ‘ad UICK, easy, cheap 
Holds for the life: of 
7 the line—any pressure, any 
SALES CONVENTION OF THE AMERICAN NOKOL temperature, iron, brass, or 
COMPANY copper pipe. Get Smooth-On Clamps and Smooth-On 
, No. 1 from nearest supply house or from us. 














The convention of the American Nokol Company of 
Chicago, held in this city on May 3, 4 and 5 brought 250 
delegates from various parts of the United States. The 
three days’ convention was featured by a series of group 
meetings—meetings for dealers, meetings for salesmen 
and meetings for service men. On the second day, the 
Convention was thrown together in a general session so 
that all three classes might attend and discuss common 


Write for the free Smooth-On Handbook. 


SMOOTH-ON MFG. CO. 
Dept. 12, 574 Communipaw Ave., Jersey City, N. J. 
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“Greatest time-saver 
we have ever used” 


—Report Wey Bros., 
Pittsburgh 


‘*The WILLIE WILLIAMS is very fast—out- 
classes many threaders that cost more. 
It’s a wonder; worth more than it cost.”’ 


The records of plumbers and steamfitters show 
that their WILLIEs thread, cut and ream three times 
faster than other pipe threading methods. 


Will pay you more than $1000 clear profit 
the first year 


Even in a small shop working only three men, a 
WILLIE WILLIAMS machine that 
is kept reasonably busy can 
show more than $1500 worth 


of productive time saved, the 


4 


first year. 


Keep this machine reason- 
ably busy, and it will pay back 
its cost and earn you more than 
$1000 clear profit besides, the 
first year you have it. 

Mail the coupon for complete 
details. 


Wim E @Wiiams 


PORTABLE POWER PIPE MACHINE 


WILLIAMS TOOL CORPORATION 
ERIE, PA. 


FREE OFFER COUPON 
Here’s your “three times quicker” coupon. I want 
to cut my pipe threading costs. Please tell me how. 
Name...... 


Address. . 





























June 4, 1927 


problems. General sessions also were held in the evening. 

A plea was made for a sales manual to be used by 
oil burner salesmen so that a salesman might fortify 
his arguments by the best information available and 
might present the subject of oil burning in the most 
attractive way. There was some objection to this, but 
the feasibility of such a plan was shown by means of a 
demonstration sale in which a salesman sold an oil burner 
to Homer R. Linn of the American Radiator Company of 
Chicago. 

Some of the thoughts brought out at the convention 
were that sales organizers are not sufficiently well paid, 
Each oil burner company, it was stated, needs an expert 
sales promotion manager. 

There was a great deal of discussion on the domestic 
water heater and its relation to the oil burner and to 
the master plumber. Homer R. Linn spoke on the adap- 
tation of boilers to oil burners. Some boilers are adapted 
to oil burning and others are not. The makers will either 
have to change these boilers so that they are adaptable 
to oil burning or pass up the oil burner business for that 
particular type of boiler. 

Sales reports from various parts of the United States 
were presented, which showed that the sales of this 
company exceeded those of last year by 23 per cent. 

It was conceded that the finest talk of the conven- 
tion was made by Morgan J. Hammers, president of the 
American Nokol Company. His plea was to sell heating 
instead of oil burners and to stop talking about other 
makes of burners. 

During the convention inspection was made of the new 
Chicago factory of the American Nokol Company. 





Cc. 8. D. L, PLAYS OPENING GOLF MATCH 


The golf season got well under way for the California 
Sanitation Development League fans when they turned out 
May 19, on the Mill Valley Golf and Country Club course. 
It was a little windy, but outside of that the day was ideal. 

After the trip over from San Francisco, everyone was 
ready for lunch, and a very delicious one was served at 
the clubhouse. The afternoon’s play developed some good 
scoring, but the best card turned in was Jack Young's, 
with a net of 87. 

The usual spirit of good-fellowship featured the dinner 
at the club before the return to San Francisco. The exact 
date for the next play has not been set, although it will 


probably take place early in July. 





METROPOLITAN TRADE GOLFERS MEET AT 
GREENWICH 

Intrepid golfers, daring the elements to do their worst, 
gathered at Greenwich Country Club, Greenwich, Conn., 
on Thursday, May 19 and played 27 holes of golf, the 
first nine in a fine drizzling rain, and the last eighteen 
over fairways that seeped with water, converting low 
traveling shots into ‘dubs’ and thoroughly soaking s80- 
called waterproof shoes. The golfers who won the round 
with Jupiter Pluvius, the rain god, were members of 
the Metropolitan Trade Golf Association, and the occa- 
sion was the May meet of that association. 

Dubious eyes were cast weatherward by a big share 
of the crowd before they entered their automobiles oF 
boarded trains for the Connecticut rendezvous, for the 
rain started in New York City about 9 a.m. However, 
29 men had enough courage to start and were rewarded 
for their nerve. 

P. C. Platt, J. F. Murphy and James E. Holmes drew 
the heaviest rewards for their courage, as they tied for 
low net in the nine hole medal play which constituted the 
morning round in the rain. As there were 16 prizes, 
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ening. which ranged from sweater and sock sets to electric 
sed by toasters and waffle irons, the three fared almost equally 
fortify well, getting first selections. In the afternoon, Joseph 
e and Woods and Dudley Warth, playing in the 18 hole best 
most pall contest, came in winners and had first pick. Other 
s, but prize winners, in the order of their victories, were C. G. 
8 ofa Wall, Eugene Conroy, Fred Korndoerfer, T. A. Johnson, 
burner F. W. Broatch, F. J. Oliver, William Gowdy, William 
any of Bapst, Lee Kelly, H. Garrity and P. R. Mork, the latter 
getting sixteenth prize after a toss-up with J. H. Davis, 

ention who had tied with him for that honor. 














| paid, At the dinner which followed the play, plans for the 
expert June dual meet with the Delaware Valley Trade Golf 

Association, to be held at Pine Valley Country Club, were 
mestic discussed. Present plans are to take a club car attached 
ind to toa train leaving New York City at 3 p.m. on June 16, 
adap- spending the night at the club, and playing the next day. Models F. G. and_1i-—Capacitics 275 to 680 Gallons 
dapted Many members plan to go to Atlantic City that night and e m . 
either play at Seaview Country Club on June 18. One of the bigger, ore profitable 
ptable # features of the evening was the expression of thanks of Water System Sales 
r that the association to Frank J. Oliver, chairman of the Murdock Water Systems serve the purchasers with great 
iia tournament committee, for his sterling work in getting reliability, the extreme simplicity and sturdiness of design 
. fne clubs for the use of the members. The July meet will throughout practically eliminating annoying service 
Pies be held at Sleepy Hollow Country Club, it was announced, —- — a — = ao 
mene and the members will gather at Arcola, N. J., in August. ‘jode tae tne ape canal ion aaah end aaeket 
si September and October dates have not been definitely mouth advertising of satisfied customers. 
: decided upon. Write us about your territory at once. The Murdock 
eating The scores: Water System franchise will become constantly more 
other MORNING ROUND difficult to get. You can supply every customer from the 

9 Holes Medal Play Complete Murdock Shallow and Deep Well Line. 

e new Player Gross Hdcp. Net Player Gross Hdcp. Net 

J. F. Murphy.....44 8 36 F. J. 10 41 MURDOCK PUMP COMPANY 

11 42 J. E. Holmes..... 44 36 INDIANAPOLIS 
E. F. Conro 7, Bs ee 
Fred Kornd c fer 57 D oo pe Manufacturers of Automatic Water Systems, Deep Well Systems, 
s<orndoerter o ), S. Warth...... 49 Vacuum and Return Systems Condensation Pumps 
: H. W. Letcher....61 L. 

fornia William Gowdy ..68 J. P. Woods...... 5 





ad out w. 2. 62 H. Garrity 
ourse. G. W. Hammil....57 1% J. H. Davis.......6 
ideal. F. W. Broatch....47 ns, Se Rs xtc ces 
o wee Tom Wall 7 a |) eT 
ed at AFTERNOON ROUND 

Best Ball Foursome (18 holes) 








. good 
ung’s, 


Murphy & Smith 
Gowdy & Bapst 
Davis & Letcher 
Korndoerfer & Conroy 
it will Kelly & Garrity 

Woods & Warth 

Oliver & Holmes 


linner 
exact 












































\T 
O'SHEA-NILSON GOLF MATCH TO FEATURE JUNE Built-well Seats are hinged with 
worst, TOURNAMENT OF W. T. G. A. a extra heavy cast brass bar 
Sonn., The Western Trade Golf Association will hold its next hinge. The post of this hinge is 
f, the tournament on June 10, at Glen Oak Country Club, in set inside between the cover and 
hteen Glen Ellyn, Ill. The high-light of the day will be the golf bottom of the seat. This allows 
+ low match between the O’Shea and Nilson families. Both fam- correct bowl adjustment and 
g 80- ilies have achieved plumbing and heating fame in Chi- positively prevents the post from Tecced 
round cago, and in business each will grant the other his due, dropping off. Sectional view of 
rs of but for over thirty years they have vied with one another Built-Well Seats are finished in i ae 
occa- in battles over the checker board, on croquet courts, at Golden or Natural Oak and show how dowels 
dominoes and even at pitching horse shoes, without either Mahogany. The varnish used is from bottom. 
share one conceding superiority to the other in contests requir- water-proof and oil rubbed. pokes shew 
a8 oF ing skill, brains or brawn. The Western Trade Golf Asso- tighter. 
> the tiation, sensing the fever heat to which the feud has devel- Write for prices and 
ever, oped, has offered them both, therefore, the opportunity to sample joint. 
arded settle things on the golf course, and the interest already 
res in the match certainly indicates a tremendous P 
drew attle and a great gallery of proponents for each clan. B Uf, Wel Mf Ci 
1 for The Nilson foursome is already organized and the O’Shea - 4 g- 0. 


’ r 
1 the clan, while ready to put any number of O’Sheas into the 1458,W. Kinzie St. ¥¥ Chicago, Ill. 


“izes, game, is hoping that James J. O’Shea, son of John J., will 
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THATCHER 


PROGRESS BOILERS 


Its Performance and 
Convenience are Ideal 


for Large Buildings 


houses and all large buildings, the Thatcher 
Progress Boiler makes an ideal installation, 
because of its several convenient operating features. 


F«: hotels, churches, schools, apartment 


Fuel conservation, plus maximum heating effi- 
ciency, are assured by reason of the ‘“‘triple fire 
travel’ feature which causes the flames and gases 
to pass three times over the heating surfaces, 
while sloping triangular sections cause the water 
currents to rise directly over the hottest part of 
the fire resulting in the greatest possible heat value 
from the coal consumed. 


The low water line (55-inches in the largest 
size) eliminates the objectionable boiler pit and 
permits installation in cellars having low ceilings. 
The side fuel construction makes for convenience 
and ease in firing. When a Twin Boiler is used, 
one-half may be used independently during mild 
weather—an economy feature of prime importance. 


Write for trade information and descrip- 
tive literature about Thatcher Progress 
Boilers and other Thatcher products. 








THE THATCHER COMPANY 
Since 1850 


NEW YORK NEWARK, N. J. CHICAGO 
21 W. 44th Street 39-41 Francis St. 341 N. Clark St. 


THATCHER 


BOILERS-FURNACES-RANGES 
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be able to come up from the University of Illinois, where 
he is at school, in which case, with James as anchor map, 
the O’Shea confidence will ride high. 





NEW JERSEY SALESMEN END BOWLING SEASON 

The last month of the season for the bowlers from New 
Jersey Chapter No. 1, National Association of Plumbing 
and Heating Salesmen, changed the standing of the play. 
ers very little, the three men who have held the lead 
all season finishing in those positions. The final games 
were rolled recently at Weingarth’s alleys in Newark, 
N. J., a team captained by Edward M. Robinson winning 
two out of three games from one headed by W. H_ Oleson. 

Robinson, incidentally, proved the dark horse of the 
players during the final month, climbing from seventh to 


| fourth place in the averages, ending up with a four pin 


average advantage over E. T. Carmichael, who had rolled 
comparatively few games. Robinson, by the way, rolled 
more games than any of his opponents, with 118 ten 
frame set-tos to his credit, seven more than Ray Condit 
and eight more than W. E. Carmichael. His industry 
also brought him the most pins of the season, Carmichael 
coming in second in this department. 

High game of the season was W. H. Oleson’s even 200, 
Otto Hebeler taking second high with 199. These two 
players also finished in that order in the final standing, 
W. E. Carmichael taking third place. 

The final standing: 


Player Games Pins Average 
W. H. Oleson 9,764 148 
Otto Hebeler 6,977 145 
W. E. Carmichael 15,409 140 
} M. Robinson 15,519 131 
E. T. Carmichael 1,797 
Wm. Cooper 4,794 
H. A. Underwood 9,759 
Ray Condit 13,513 
W. E. Kreuger 3,260 
Ray Jones 1,793 
A. H. Payson 1,011 

Player Pins 
Wm. Morris 1,793 
Harold Green 4 3,882 
*Edw. Bender 306 
*A, Weinrich 603 
*S. Swenson 568 
*H. Meyers 564 
*i, McCarthy : 268 
*H. Bailey 121 
*E. T. Galbraith 2 215 
*Bailey, Junior d 309 
*Jos. Buday 3 820 


Totals ) 90,079 


*Has rolled less than 3 series. 





NATIONAL SALESMEN’S ASSOCIATION MEETS IN 
NEWARK 

The second annual convention of the National Associa- 
tion of Plumbing and Heating Salesmen was held Thurs- 
day, Friday and Saturday, May 26, 27 and 28 in Newark, 
N. J., with headquarters at the Robert Treat Hotel. Many 
interesting and instructive talks were made, and the en- 
tertainment features surpassed even those of last year’s 
meeting. A complete report of this convention will be 
published in next week’s issue. 





KOHLER PRODUCT DISPLAYED AT ALLENTOWN 
HOME SHOW 
The Kohler Co., Philadelphia office, sent a demon- 
strator of the company’s electric sink to the home show 
held in Allentown, Pa., the week ending May 7. The sink 
was shown as part of the exhibit of the Lehigh Valley 
Supply Co. of Allentown. 
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SLOAN VALVE TEAM CHAMPIONS OF CHICAGO 
PLUMBING AND HEATING JOBBERS’ AND 
MANUFACTURERS’ BOWLING LEAGUE 
The bowling schedule of ninety games, 


tuted the season’s competition in the Chicago Plumbing | 


and Heating Jobbers’ and Manufacturers’ Bowling League, 
was finished recently with the team of Sloan Valve Co. 
well out in front. In individual honors, too, the Sloan 


bowlers covered themselves with glory, all five men finish- 


ing in the money, with Gibbons and Kocour standing one- 


two in the season’s averages. 

The high team game of the season was turned in by the 
Number One team of Jas. B. Clow & Sons, 
being the record. The Sloan team had the high team 
score for three games, with 3009 pins. Poegels, of the 





PLUMBING $ HEATING 
JOBBERS E.MFRS. 
BOWLING LEAGUE 


1927 


ed 


Sloan Valve Royals—left to right: Seabrooke, Gibbons, Zajicek, 
Miller and Kocour 


Number One team of Wolff Manufacturing Corp., had the | 


high individual game of the season, with 279, while Hall- 
berg, of the Whitney & Ford team, had the high individual 
score for three games, with 696. 

The final standings, of teams and individuals, follow: 


Plumbing and Heating Jobbers’ and Manufacturers’ Bowling | 


League 
Team Won Lost Avg. 


Sloan Valve Co 11 903 | 
J. B. Clow & Sons No. 71 19 886 


Tilinois Malieable Iron Co... ..6.se0. 60 30 854 
Standard Sanitary Mfg. Co 59 31 857 
Phillip-Gollner Co. 54 36 856 
Whitney & Ford 54 36 851 
Wolff Mfg. Corp. No. 1 5 39 858 
Weil-McLain Co. ‘ 41 845 
American Radiator Co. No. 41 844 


Wolff Mfg. Corp. No. 2 54 808 | 
J. H. Lehnen Co 55 807 | 


Hoelscher Bros. 61 793 
Enterprise Plumbing Supply Co 62 786 
American Radiator Co. No. 2........ 63 787 
J. B. Clow & Sons No. 756 
S. Deschauer 757 
High Team Game— 
J. B. Clow & Sons No. 
Whitney & Ford 
High Team 3 Games— 
Sloan Valve Co 
Wolff Mfg. Corp. No. 
High Individual Game— 
Poegels, of Wolff Mfg. Corp., No. 
Allen, of J. B. Clow & Sons No. 
High Individual 3 Games— 
Hallberg, of Whitney & Ford 
Kocour, of Sloan Valve Co 
Name Team 
Gibbons, Sloan Valve Co 
Kocour, Sloan Valve Co 
Voss, Deschauer 
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DEHN’S 


Proven 


Itself 


LENGTH OVER ALL 


l>—______——— NO. 5-34"= 14" 


NO.6- 1" = 14" 
-NO. 6-14 = 14" - 
—— NO. 6-132'= 14° 
— NO.6- 2° 914 ——————— 


Fig. 118. ee 5—%4-inch Compound Injector. Pat- 
ented in U. S., C: anada and Foreign Countries. 


Dehn’s Automatic Water Softener and 
Scale Remover does away with the ac- 
cumulations of any sediments or foreign 
minerals in heaters, range coils, water 
backs, furnaces and tanks and has 
proven itself beyond doubt in softening 
water. Write for catalog today. 


COMPOUND INJECTOR & SPECIALTY CO. 
419-421 D No. Laramie Ave., Chicago, III., U.S.A. 


Originators, designers and sole manufacurers of 
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THE QUALITY pTHE QUALITY GOODS 


No. 846,;Combination Duplex Water Feeder 


The Duplex Water Feeder 


The McAlear No. 846 Combination Duplex Water 
Feeder w:th Low Water Electric Cut-out Switch, 
shown here, is especially designed for use in 
connecton with low pressure oil burning installa- 
tions. In addition to performing its duty as a 
boiler feeder, it breaks the electric circuit operat- 
ing the oil burner pump, should the water level 
in the boiler reach the danger point. 


If you do not have acatalogue 
of McAlear complete line of 
specialties, send for one today 


| PREG CU-wtinois 


cicaco HEIRS ALE? 
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in This Modern-Day 
Water Heater 


Electricity is doing the 
work of the world and the 
Wessels Electric Water Heat- 
er is right in line with modern 
developments. 

Sell the new things in your 
line, the practical up to date 
electric water heating equip- 
ment, and get your share of 
new profits. 

Four different styles and 
capacities, to meet every re- 
quirement. Clean, con- 
venient, dependable,—absc- 
lutely free from dirt. 


Order through your jobber. 


D.pD. WESSELS & SONS CO. 
Detroit, Michigan 














HE Wilks Steam 

Generator comes 
equipped with self- 
feeding boiler with 
magazine for hard 
coal and with surface 
boiler without maga- 
zine for soft*coal. 


* * * 


The Wilks is espec- 
ially recommended 
for the heating of 
residences, green- 
houses, garages and 
for steam cooking. 
It will be found eco- 
nomical and abso- 
lutely safe. 

If you have not found 
out how you can 
increase your profits 
with Wilks write to 
us for information 
at once. 


S. Wilks Mfg. Co. 
3515 Shields Avenue 
CHICAGO, ILL. 

E. W. Sedgwick, President 
H. M. Sedgwick ,Secy-Treas. 











STEAM \ 


GENERATOR 


for low pressure 
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Pagels, Wolff Mfg. Corp. No. 1 

Peterman, J. B, Clow & Sons No. 1........seeeeeues ; 
Krugman, American Radiator Co. No. 1............ ‘ 
Harris, J. B. Clow & Sons No. 1 

Maurer, Illinois Malleable Iron Co 

Kazer, Whitney & Ford 

Tromin, Phillip Gollner Co 

GRE, Wee ee I, BO, Bi ck ce ccc ctcccaseeesss. 
Allen, J. B. Clow & Sons No. 1 

Zajicek, Sloan Valve Co 

Seabrooke, Sloan Valve Co.. 

Hardies, Wolff Mfg. Corp. No. 1 

Murray, J. B. Clow & Sons No. 1 

Lietzau, Standard Sanitary Mfg. Co 

Draus, Phillip-Gollner Co 

Blyth, Standard Sanitary Mfg. Co 

Kass, Whitney & Ford 

Miller, Sloan Valve Co 

Hill, Phillip-Gollner Co 

Bender, Weil-McLain Co 

Buda, Weil-McLain Co 

Kloss, Illinois Malleable Iron Co 

Parker, Standard Sanitary Mfg. Co 

Leonard, J. B. Clow & Sons No. 1..........c.ce000, ‘ 
Haskell, Phillip-Gollner Co 

Moreau, J. H. Lehnen Co 


SOnrwnwnwnowrt 


Personal Mention 


Howard Coonley, president of the Walworth Co., Boston, 
Mass., has been elected a director of the Colonial Air 


Transport, Inc., following its reorganization. Mr. Coonley 
is now returning from a business trip to the Hawaiian 
Islands. 

John Fraser, Jr., president and treasurer of the Mil- 
waukee Valve Co., Milwaukee, has been elected president 
of the Milwaukee Athletic club for the ensuing year. Mr. 
Fraser served the past year as vice president of the club 
and chairman of the house committee. 


Ingfred T. Madsen, president-treasurer of the Perth Am- 
boy Hardware Co., Perth Amboy, N. J., was seriously in- 
jured recently when an automobile which he was driving 
hit a tree. He suffered a fractured bone and injuries to 
his chest, besides being severely injured by flying glass. 
The accident occurred when Mr, Madsen was taking an 
out-of-town guest to his train during a rainstorm. 


Robert T. Kent, who was 
recently appointed general 
manager of the Bridgeport 
Brass Co., Bridgeport, Conn., 
is a son of the author of 
“Kent’s Mechanical Engineers 
Handbook,” and is himself 
the editor and reviser of the 
tenth edition of that book. 
From 1909 to 1912 Mr. Kent 
edited ‘Industrial Engineer- 
ing,’”’ and afterwards was as- 
sociated with Frank B. Gil- 
breth and Frederick W. Tay- 
lor, the originators of mod- 
ern industrial management 
and time study systems. In 
1917 he was superintendent 
of a machine shop manufacturing hydraulic equipment. 
Prior to his latest appointment, Mr. Kent was superit- 
tendent of prison industries in New York state. He is 4 
member of the American Society of Mechanical Engineers 
and various other technical bodies. 

Cc. P. Wadley, formerly president of the Excelso Spe 
cialty Works, Buffalo, N. Y., was in New York City last 
week. 


Norman Farlow of Holbrook, Merrill & Stetson, Sad 


Robert T. Kent 
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Francisco, and president of the San Francisco chapter, 
Plumbing and Heating Supply Salesmen, left San Fran- 
cisco May 21, for Newark, N. J., where he will attend the 
second annual convention of that body. While in the 
fast, Mr. Farlow will include in his itinerary New York, 
Philadelphia, Baltimore and other trade centers, returning 
to San Francisco some time early in July. 

Thomas V. Sollas, manufacturers’ agent at 33 Somerset 
sreet, Garfield, N. J., has been appointed eastern repre- 
sentative for the New Kensington Sanitary Pottery Co., 
New Kensington, Pa. ~ 

Frederick Klinck, hydraulic engineer and member of 
the research department of the Mueller Company, Decatur, 
Ill., is a recent arrival on the Pacific Coast. On the 
evening of May 12, Mr. Klinck delivered a talk on regu- 
lator and relief valves before an interested audience of 
contracting plumbers at Master Plumbers’ Hall, 538 
Twenty-fourth street, Oakland, Calif. 

William A. Bradford of Quincy, Mass., former president 
of the Massachusetts Master Plumbers’ Association, is one 
of the incorporators of the Dennison Aircraft Corporation 
in Quincy. 

Howard W. Evans, manufacturers’ representative in 
Chicago and treasurer of the Western Trade Golf Asso- 
ciation, advises that Mrs. Evans sailed on the Aquitania 
for London, May 11, for a visit with their daughter, 
Josephine. Miss Josephine Evans is playing a leading 
role in ‘‘Broadway,’’ which is enjoying a long run in 
London, and Mrs, Evans expects to be gone for three or 
four months. 


New Trade Literature 


Cornell Supply Co.’s Catalog “‘D”’ 

Cornell Supply Co., of Lincoln,:Nebr., is sending out its 
new catalog ‘‘D.” The catalog lists and illustrates its 
line of plumbing and heating supplies, together with 
pumps, windmills and auxiliary goods. 

Fowler & Wolfe Mfg. Co. Leaflet 

The Fowler & Wolfe Mfg. Co., of Philadelphia, is dis- 
tributing a leaflet illustrating its new wall radiator de- 
sign. Low height, generous spacing of the tubes and 
broad surface at top and bottom are features of this 
radiator. 

Jarvies Gas and Oil Burner Co.’s Folder 

Jarvies Gas & Oil Burner Co., Inc., of Kansas City, 
Mo., is distributing a folder describing its vapor heating 
system. A blue print showing the layout for this system 
and several blotters calling attention to its main features 
are also being sent out. 

“The High Cost of Pipe Failures’’ 

A. M. Byers Co., of Pittsburgh, Pa., has issued a folder 
with the title ‘‘The High Cost of Pipe Failures.’’ An at- 
tractive illustration in colors shows a modern bathroom, 
and a diagram shows the relation between the cost of pipe 
and the other items in the average pipe system. 

Morgan Gage Co.’s Booklet 

A booklet with the title ‘“‘How much oil in the tank?” 
has been issued by the Morgan Gage Co., of Rockaway, 
N. J. It describes the company’s direct reading gage for 
indoor fuel oil tanks. In addition to technical descrip- 
tion, the booklet has several diagrams and illustrations. 

“Since 1877” 

Under the above title, L. H. Prentice Company, of Chi- 
‘ago, has published a booklet, calling attention to the 
fifty years of service now being celebrated by this com- 
bany. The booklet contains several views of Chicago in 
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and Curtis Company 








3-Inch Model 


PIPE CUTTING AND 
THREADING MACHINE 


This is a very popular model for the 
plumbers. It gives a big range over the 
usual two inch model yet the price is 
only slightly higher. Readily portability 
feature has been maintained. It will 
pay you to think and plan for the future. 








Complete Line 
Hand — Belt — Electric 


Readily Portable Models 
Y4—2; 14—3 and 1—4 inch 


Other Models 
1—6;1—8 and 214—12 inch 


Distinguishing Features 


Curtis Die-head 
Automatic Die-release 
Automatic Cut-off 


Main Office: 
318 Garden Street 


No. 437 Range 4-3inches BRIDGEPORT - CONN. 


Direct-connected Electric 
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MANDY & SON 
PLUMBING CO., Inc. 
Ensley, Alabama 

Say: 

“We have installed anum- 
ber of your heaters in this 
vicinity: and have found 
them to be satisfactory in 
every respect. So far we 
have not had a single ser- 
vice call.”* 


* ferHlot Neater Co. 
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Ricki 


Post Vise 


{Yoke Pattern) 


can be chained to any 
shape post in a few 
seconds. Requires no 
wrenches or wedges. 
Has pipe bender of 1” 
capacity. Ask your jobber. 


THE RIDGE TOOL COMPANY 
Dept. D Elyria, Ohio 
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| sizes of hard coal in a proper manner. 





PIPE WRENCHES 
er na “ws WR - N 


| cording to the makers. 





Fitzgibbons 


COP Oilers 


STEEL 
for steam, vapor and hot-water heat- 
ing, are being installed by hundreds of 
contractors because of low costYof in- 

stalling (built in one piece), freedom 
from breakage, fuel saving and assured 
owner-satisfaction. 
Ratings, 400 to 36,000 Square Feet 
WRITE FOR NEW BOOKLET 
Fitzgibbons Boiler Co., Inc. 
570 Seventh Ave., New York City 
Representatives in principal cities. 








Domestic ENGINEERING’s Advertising 
Editorial Service makes advertising easy 
for you—all you do is clip the copy from 
your copy of the paper and hand it, with 
the cut we send you, to your newspaper. 
Only $4.20 for 12 illustration cuts. Clip 
this, attach your check for $4.20 and 
mail today. 
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1900 PRAIRIE AVENUE, CHICAGO, ILLINOIS 
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the “80’s” and a list of many of the large buildings in 
which the company has installed the heating. Many jj. 
lustrations of these buildings are given. There are also 
several pages of description of the piping job installed by 
the Prentice Company at the North Side Sewage Treat. 
ment Works, at Niles Center, III. 
Hotstream Heater Company’s Catalog 

Catalog No. 27, just issued by The Hotstream Heater 
Co., of Cleveland, Ohio, consists of thirty pages, printed 
in several colors with numerous illustrations of the com- 
pany’s heaters. Several styles of NWeaters are described, 
such as double copper coil heaters, triple coil, single cop- 
per coil, cast coil heaters, kerosene water heaters, auto- 
matic storage heaters, etc. 

Luitwieler Pumping Engine Company’s Catalog 

Catalog 926, just issued by Luitwieler Pumping En- 
gine Company, of Rochester, N. Y., describes this com- 
pany’s non-pulsating pumping machinery, deep well and 
power pumps for city, village and corporate water works, 
private water supply, railroad tank service, etc. Auto- 
matic, electric and hydro-pneumatic pressure water sys 


| tems are included. 


No ew Equipment 


New Device for Burning Buckwheat Coal 

A new device has recently been put on the market for 
the purpose of furnishing air necessary to burn small 
The article con- 
sists of a series of perforated tubes and a base. It is 
made to put on the grate of an ordinary domestic boiler, 
and is especially adapted to burning buckwheat coal, ac 
It is said that the boiler may be 


filled full of fresh coal, and burned freely with this ar- 








rangement of tubes. The tubes themselves are composed 
of a refractory material which has been tested to 3,000 
degrees. The air enters the lower end of the tubes and 
rises in them to the small openings, where it passes out 
through the bed of coal, completely oxidizing it and effect- 
ing complete combustion, it is claimed. The top of the 
No forced draft is necessary it is under- 
stood. The air is said to rise through the tubes on account 
of expansion alone. 
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May 18, 1907 
The Northwestern Master Plumbers’ Association held a 
convention at Cambridge Springs, Pa., on May 9. Fred L. 
Albracht, of Erie, Pa., was elected president for the com- 


ing year. 
ee || fee 
L. O. Koven & Bro., of New York City, are taking addi- 
tional space for their store, and are planning to arrange 
the first floor as a sales room. 
——1907 — 

The Massachusetts State Association of Master Plumbers 
held its annual convention in Elks’ Hall, Boston, on May 
9. One of the most important questions discussed was a 
bill before the legislature. William H. Hill, of Marl- 
boro, was elected president, for the ensuing year. 

1907 
Henry C. Freshour, of Bridgeport, Conn., has received 
patent on a bath and basin stopper. The patent has been 
assigned to H. O. Canfield Company, of Bridgeport, Conn. 
1907 
J. J. Hanighen & Co., of Omaha, Nebr., have been 
awarded the plumbing and heating contracts on the build- 
ing for J. L. Brandeis & Sons. The consideration is 


about $50,000. 
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May 25, 1907 
The nineteenth annual convention of the National As- 
sociation of Master Steam and Hot Water Fitters was 
held at the Hotel Arlington, Washington, D. C., during 
the week of May 21st. Sessions were presided over by 
President P. Gormly of Philadelphia. 


1907 
The members of the Eastern Trade Golf Association 


assembled at Washington, D. C., on May 20, for the an- 
nual spring tournament. The course of the Columbia 
Country Club was secured for the occasion. 
—1907 

The Manhattan branch of the New York City Associa- 
tion of Master Plumbers gave a barn dance at Lexington 
Assembly rooms on Monday evening, May 20. The hall 
was converted into a typical up-state barn, and nothing 
was lacking to give it such an appearance. The affair 
was declared most successful. State President B. Jos. 
O’ Donnell, of Syracuse, was among the guests. 








——_ 1907——_—__—_ 

The McCrum-Howell Company, of New York City, has 
decided to erect a large addition to the foundry at its 
radiator plant at Uniontown, Pa. 

———- 1907 — 

Paul Redieske, of Chicago, ex-president of the Chicago 
Master Plumbers’ Association has been appointed to the 
office of Deputy Commissioner of Public Works of the 
City of Chicago. 

———1907 

The Master Plumbers’ Association of Syracuse, N. Y., 
has recently changed its place of meeting. New head- 
quarters are in the Snow building. 

ae oe 

The Ruud Manufacturing Co., of Pittsburgh, Pa., an- 

nounces the opening of a branch at 41 Court street, Buf- 


Tato, N; ¥; 








“The EDDY SINK” 


TWO COMPARTMENTS built integral. 
RIGHT OR LEFT Washing Arrangement. 


DIMENSIONS 421/,” long by 2414” wide. 


Model LR-140 Flat Rim 
The “EDDY” Flat Rim Sink for tile walls where back is 
not needed or can’t be used. Also adaptable for wood 
back and work table—can be set for right or left washing. 





for greater kitchen convenience 
and utility in Apartments and 
Homes, and quicker profit for you. 


PORCELAIN ENAMEL FINISH of real quality. 
ELIMINATES DISH PAN for washing dishes. 


WS 


, i 
4 
{ 
J 


Write for Illustrated Booklet 
and Our Liberal Dealer 
Proposition. 


THE D. A. EBINGER SANITARY MFG. CO. 
200 Lucas Street s! Columbus, Ohio 


Manufacturers also of Ventilated Closets, Urinals, Wash Sinks, 
Drinking Fountains and Steel Partitions for Toilet Rooms. 
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‘es 
ECONOMY 


Connected Waste and 
Overflow with Trap 


Some Special Features: 


Deep water seal. 

Roughs in line. 

Will line up straight on any tub. 

No. 20 B & S gauge tubing. 

All cast brass trimmings, 
nickel plated. 

This fixture is reasonable in 

price and you cannot secure 

a better one no matter how 


much more you pay for it. 


AANA ANEERDRSUEL CS HNMMUANSTALIUGALTANAANADCONEREL ONAN NAC QUAUNEGONA SAC OUISUOUETTOSUC HA OEGEUEUENDC DNs aUNTANsONNC ELEN NOEUEO NACHO RRB HUeaNaOnEeNNMdUN Le 


Tee e DUST SIN SHU UUM eT eL t oi(1]) 


Manufactured by 


DEARBORN BRASS CO. 
CEDAR RAPIDS IOWA 
Sold to the jobber only 





BILAKIL 








No Adjustments to Make 


No. K-1302 


BLAKE TRIO BOILER STAND 


No bolts or center piece. Simply hook one leg 
upon the other, hammer down a little to make 
tight, and you have a strong reversible stand for 
either 30 or 40 gallon boiler. All legs alike. 

There are great sales possibilities in this fixture. 
Have you ordered yours? Your jobber has them. 


Write for catalog ‘‘K’’ which features the entire Blake line. 


BLAKE SPECIALTY CO. 


ROCK ISLAND ILLINOIS 
Canadian Service, all Crane Company Branches 


Meet us in booth 15, section A—National Association Master 

Plumbers Forty-fifth Annual C ion, Mi li Ai 

June 2ist to 23rd. We will have a remembrance souvenir for 
you at booth 15. Be sure and . 
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Saturday June 1, 1907 
The W. S. Cooper Brass Works, of Philadelphia, have 
been purchased by Walls, Owen & Stambach, of the same 
city. 
1907 
The Central Supply Company, of Minneapolis, Minn., 
has just moved into the new building which it has erected 
at 312-14-16 Third street, So., to take the place of the 
one destroyed by fire a year ago. It is a six-story building 
and contains 2% acres of floor space. 
1907 
The North and Northwest Side Master Plumbers’ Pleas- 
ure Club of Chicago, held its annual smoker on Tuesday 
evening, May 21, in the large hall at the corner of South- 
port and Lincoln avenues. 








1907 
The fourth annual outing of the Camden Master 
Plumbers’ Association was celebrated on Saturday, May 
25, at Westville, N. J. Starting in front of L. C. Simp- 
son’s office at Broadway and Division streets a merry crowd 
of master plumbers was loaded into coaches, each drawn 
by three or four blooded steeds, which raced through 
Camden at a great rate. A planked shad dinner was 
served at Westville, and a baseball game between plumb- 
ers and salesmen took place in the afternoon. 
1907. 
John R. Shanklin, of Charleston, W. Va., has received 
patent on a vent valve for steam heating systems. 








Convention Dates 


June 6, 7 and 8, 1927.—Twenty-sixth annual convention of 
the State Association of Master Plumbers of California, at 
Yosemite National Park, with headquarters at Camp Curry. 

June 6 to 11, 1927.—The national convention of the Ameri- 
can Water Works Association in Chicago, with headquarters 
at the Hotel Sherman. 

June 21, 22 and 23, 1927.—The forty-fifth annual convention 
of the National Association of Master Plumbers, in Minne- 
apolis, Minn., with headquarters at Hotel Radisson. 





HERE ARE THE ANSWERS 


(Questions will be found on page 21) 
1. The P trap and the drum trap. 
2. A substance used to help the joining of two 
metals, 


8. 1,798,574. 
4. Joseph A. McDonald in 1891. 
5. Otto Schlemmer, heating engineer of Cin- 


cinnati, Ohio. 


6. In 1850. 

June 21-24, 1927.—The ninth annual convention of the 
Women’s Auxiliary to the National Association of Master 
Plumbers, at Minneapolis, Minn., with headquarters at the 
Radisson Hotel. 

June 28, 29 and 30, 1927.—The semi-annual meeting of the 
American Society of Heating and Ventilating Engineers, at 


White Sulphur Springs, W. Va. 


August 9, 10 and 11, 1927.—The annual meeting of the Amer- 
ican Society of Sanitary Engineering, at Jacksonville, Fla. 


Other Trade Events 
June 17, 1927.—Dual meet between the Delaware 











Valley 


| Trade Golf Association and the Metropolitan Trade Golf 


Association, at the Pine Valley Golf Club, Clementon, N. J. 
September 28, 1927.—Tentative date of meeting of Advisory 


Committee on Vitreous China Plumbing Fixtures, Department 
of Commerce building, Washington, D. C. 
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WITH MASTER PLUMBERS AND HEATING CONTRACTORS 








NATIONAL ASSOCIATION DISTRIBUTES CONVENTION 
PROGRAM 


The souvenir programs of the forty-fifth annual conven- 
tion of the National Association of Master Plumbers, to 
be held in Minneapolis, Minn., June 21, 22 and 23, have 
just been distributed, and a copy sent to each member of 
the National Association, according to a letter from Wil- 
liam J. Lang of Chicago, chairman of the exhibits and 
convention committee of the association. The program is 
illustrated profusely with photographs of National officers, 
the convention and exhibits committee, the officers of the 
National auxiliary, Minneapolis and St. Paul manufactur- 
ers and wholesalers, officers and directors of the National 
Trade Extension Bureau, the Minneapolis auxiliary and 
scenes in Minneapolis and the surrounding territory. The 
reading matter gives, beside the actual program, the en- 
tertainment program, the auxiliary program, a welcome 
to Minneapolis from Alfred Wiik, president of the Min- 
neapolis Retail Plumbers Association, and descriptive mat- 
ter on the subject of the local points of beauty and inter- 
est. The program itself is an attractive booklet with an 
unusually pretty front cover in three colors. 

The following is the program for the ninth annual con- 
vention of the Women’s Auxiliary to the National Associa- 
tion of Master Plumbers: 

Tuesday, June 21 

10 a. m.—Attend the National convention, Municipal Audi- 
torium, 

Luncheon, Hotel Radisson; guests of honor, exhibitors and 
Theodore Ahrens. 

2 p. m.—Meeting in the Gold Room. 

Convention called to order by Mrs. Edwin D. Hornbrook, 
president. 

Invocation: Rev. Roy S. Smith. 

Address of welcome: Mrs. Oscar G. Johnson, president Min- 
heapolis Women’s Auxiliary. 

Response to address of welcome: Mrs. J. J. Corcoran of 
New Jersey. 

Address: William W. Hughes, chairman Minneapolis master 
plumbers’ committee. 

Introduction of National officers. 

Introduction of guests of honor: Mrs. J. A. Diggle, presid- 
ing. 

Introduction of state presidents: Mrs. Thomas F, Nolan, 
presiding. 

Greetings: Mrs. Willard Bayless, Minneapolis General Fed- 
eration of Women’s Clubs; Mrs. O. P. Bahneman, presiding. 

Greetings: William J. Lang, National director; Mrs. George 
Kearney, presiding. 

Trade Extension Bureau: William G. Bergner, secretary; 
Mrs. John W. Orth, presiding. 

Carnegie Institute: “Our Boys and Their Progress,” Dean 
C. B, Connelley; Mrs. W. E. McAndrew, presiding. 

Trade Press: Mrs. Foster Fanning, presiding. 

Presentation: Auxiliary National directors; Mrs. D. J. 
Ahearn, presiding. 

Mrs. J. Preston Perham: Presenting Colonel William G. 
Archer, “The Man with the Stillson Wrench.” 

Mrs. Charles Quinn: Introducing Miss Mary T. Stevens. 

Mrs. L. J. Rosenfield, reading communications. 

Memorial Service: “In memory of our members who have 
made the journey to the Great Beyond,” Mrs. Robert Liss, pre- 
Siding, 

Solo: “There Is a Green Hill Far Away,” by Mrs. Grace 
Davis LaClaire of Minneapolis. 
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Thursday Morning 

Meeting in the Gold Room, Radisson Hotel. 

Standard Sanitary Manufacturing Co. Band: “America the 
Beautiful.” 

Devotional. 

Reports of secretary, treasurer, auditor and historian. 

State presidents. 

Local auxiliaries. 

Scholarship: Mr. Frank J. Fee, chairman. 

Resolutions. Recommendations. Amendments. 

Unfinished business. New business. Courtesies. 
thanks. 

Election of officers. Adjournment. 


Votes of 


T. E. B. to Have Model Store 

The National Trade Extension Bureau announces that it 
will exhibit a model plumbing and heating store at the 
convention. This exhibit will be 75 ft. long and 25 ft. 
wide and promises to be the most complete exhibit of this 
kind ever conducted in our industries. 

The two display windows will be actual size and will be 
re-trimmed each day of the convention. The most satis- 
factory and economical lighting fixtures and display ma- 
terial will be used to show how attractive and appealing 
a display window can be made with very little expense. 

The general and private offices will be arranged and 
equipped with modern, efficient, standard office furniture 
and equipment. Care has been exerted to exhibit only 
equipment suitable for the retail branches of the plumbing 
and heating industries. The model shop will contain the 
very newest designs of storage bins, pipe racks, work 


benches and other shop equipment. 





TRADE RELATIONS COMMITTEE OF NATIONAL ASSO- 
CIATION HOLDS CONFERENCE IN CHICAGO 

On May 23, 24 and 25, E. D. Hornbrook, Kansas City, 
Mo., Frank B. Lasette, New York City, and A. C. Eynon, 
Canton, Ohio, who comprise the Trade Relations Com- 
mittee of the National Association of Master Plumbers, 
met at the Sherman Hotel, in Chicago,-for an important 
conference on the trade relations work they have been 
doing. These men, all past presidents of the National 
Association, were appointed by President Albert J. Wilson 
last autumn. Their efforts were to be and have been 
directed toward fostering better relations between manu- 
facturer, wholesaler and master plumber and, as a result, 
toward providing better and more economical service to 
the public. The result of their work is already apparent 
in the increased respect for the master plumber and the 
master plumber’s business ability from people who had 
begun to believe that running a plumbing business was a 
haphazard, ineffectual sort of a process. 

During their stay in Chicago, the three members of the 
committee held conferences with a number of men prom- 
inent in the industry. The committee’s report at the com- 
ing national convention in Minneapolis will undoubtedly 
contain recommendations and information that will result 
in permanent benefit to the whole plumbing industry. It 
will contain the best thought and experience of men who 
have the plumbing business thoroughly at heart. 
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ASSOCIATION 
NIGHT 


LAKE COUNTY HOLDS FIRST LADIES’ 
About a year after the formation of the Eastern Lake 
(1ll.) Association of Sanitary and Heating En- 
gineers, that group celebrated its first annual Ladies’ 
Night. The affair was held Tuesday evening, May 24, 
at the Union Hotel, Wheeling, Ill., a hostelry noted for its 
chicken dinners. The dinner served that evening lived 
up to its reputation as will testify every one of the seventy- 
five members and guests who sat down to the table. 
During the first course the scene was enlivened by 
“Domestic Engineering” balloons. As the meal prog- 
ressed, J. T. McGrath of Libertyville, secretary of the as- 
sociation, passed along the tables, distributing fun-pro- 


County 


voking souvenirs of nearly every description. 
A trio composed of Mr. McGrath, President Henry T. 


Strenger, of Lake Forest, and Vice President Howard 
Moran, of Highland Park, contributed several vocal selec- 
tions, after which the versatile secretary sang a solo. Mr. 
McGrath’s daughter danced a few eccentric dances and 
his son entertained with a comic song, assuring the audi- 
ence that their father was not the only talented member 
of the family. 

Dinner over, the tables were cleared away, and dancing 
followed. Too much credit for the affair cannot be given 
Mr. McGrath, who was in charge of the arrangements, and 
that it was a success was evidenced by the enthusiasm with 
which everyone looked forward to the second affair. 





UTAH ASSOCIATION PLANS TO ENTERTAIN PACIFIC 
COAST MASTERS 


Preparations for the entertainment of President Albert 
J. Wilson, Secretary Alexander Coleman and other Na- 
tional and state officers and Pacific Coast masters, when 
they reach Salt Lake City on their way to the National 
convention at Minneapolis, are now being made by the 
Utah State Association of Sanitary and Heating Engineers, 
The party is scheduled to be in Salt Lake City for several 
hours, and the entertainment will probably include a 
bath in Great Salt Lake. The committee in charge of ar- 
rangements is composed of Henry G. Blumenthal, Provo, 
past president of the Utah State Association, chairman; 
Herbert B. Cromar of Salt Lake City, who is chairman of 
the board of governors of the Utah organization, and 


A. E. Hurd of Salt Lake City. 





CHICAGO PLUMBING CONTRACTORS GREETED BY 
DREARY WEATHER AT FIRST GOLF MEET 

Lack of perfect weather conditions failed to deter the 
members and guests of the Plumbing Contractors’ Associ- 
ation of Chicago from enjoying the first golf meet of the 
year, Thursday, May 19. Although the rain had slowed up 
the Evergreen Golf Club course to a great extent, and the 
sun refused to come out to dry it up, some creditable 
scores were turned in at the the eighteen-hole 
round. 

First prize in Class A, a sweater, was won by Elmer J. 
Sanger, who turned in a net 78. R. B. Reedy, whose net 
was the same, but who lost in the toss-up, received a pair 
of golf hose for second prize. The third prize, three balls, 
was won by A. G. Peterson with a net 80. 

J. J. Flavin walked off with first honors in Class B, 
and was able to take home a brassie as a result of his 
efforts, which gained him a net 74. Seventy-five net was 
enough to earn second prize for E. Stevenson, who was 
awarded a pair of golf hose. Third prize in this class was 
won by John A. Corboy, with a net 77. He received a 
mid-iron for his ability. 

In Class C, Joseph W. Cannon, president of the associa- 
tion, startled the golfers by turning in a card with the 


end of 
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unusually low net of 66, and carried away a driver as his 
trophy. Perry Russell was runner-up with a net 68, and 


won a belt. William Harvey, with a net 69, won third 


prize, 3 balls. 

Among the guests, J. Fitzsimmons won the honors with 
his net 69, and received a shaving set. # M. Grace and 
K. McKenzie won second and third prizes, respectively. 
The blind bogey prize, one dozen balls, donated by B. 
Olson of Crane Co., was won by Mr. Lavigne. 

After the last score had been turned in, and the last 
shower turned off, the golfers repaired to the dining room, 
where a delightful dinner and entertainment were pro- 
vided. Henry P. Reger, chairman of the golf committee 
of the association, awarded the prizes and made some 
announcements. He said that he had donated a season 
prize for the four best low net games of any one man 
during the year, and that E. Stevenson had donated a prize 
for the man making the four lowest gross scores. C, A, 
Dreier and J. McKenzie each donated $10, with which to 
procure prizes, and W. Sievert donated $25. 

The scores are as follows: 

Gross Hdcp. Net Gross Hdep. Net 
Se 36 82 19 63 
EK. J. 36 117 Mr. Lavigne ....121 15 106 
H, A, 36 72 J. V. Liddy......120 32 88 
W. J. Blythe 36 110 O. Lindahl 111 32 
Wm. Breyer 29 78 Geo. Matthews. ..147 
W. A. Brown 36 104 S. McCarthy ....107 
Jos. W. Cannon.. 32 66 J. S. MceKenzie...106 
J. A. Corboy 22 77 K. McKenzie ....101 
J. P.. Degkan.... 36 74 
H. H. Diedesch...132 30 102 
C. A. Dreier 29 85 
Wm. S. Eadie....141 105 
F. Fabri 103 
G. J. Feldkamp. .142 106 
J. T. Fitzsimmons.103 69 
J. J. Flavi 74 
BE. C. Garrity... 0« 74 
J. M. Grace 76 


P. Russell 

E. J. Sanger 

Cc. A. Scholz 

W. Sievert 

E. Stevenson .... 
E. C. Wagner.... 
Chas. Watson ... 


F. B. Hackett....103 
Chas. Haigh ....114 

Cc. D. Harris 

Wm. Harvey .. 

W. F. Hildeman.124 
Paul Jacoby 

W.F. Knauss....130 36 


G. F. Winkler.... 
W. J. Woolley... 


F. Zimmer 





NORTH AND NORTHWEST MASTER PLUMBERS’ 
LADIES’ AUXILIARY OF CHICAGO HOLDS 


THIRD ANNUAL PARTY 


On the evening of May 25, Chicago master plumbers, 
their wives and friends, gathered at the Rainbo Gardens 
for the third annual party of the ladies’ auxiliary of the 
North and Northwest Master Plumbers’ Pleasure Club. 
This yearly affair has won a well-deserved reputation for 
its merriment and large attendance and several hundred 
people were present at this party, representing all sections 
of Chicago. Dinner started an evening which later of- 
fered dancing and lavish entertainment to keep the huge 
crowd happy. 

Mrs. Paul Jacoby was in charge of the party, assisted 
by Mrs. Charles Baumgarten. The ladies have the name 
of knowing all there is to know about giving a party, and 
Mrs. Jacoby and her assistant deserve a world of credit 
for the perfect management and happy consummation of 
the affair. 

One of the surprising and noteworthy features of the 
evening was a celebration in honor of Richard B. Finn’s 
seventy-second birthday. Forty South Side master plumb- 
ers and their wives arranged to honor Mr. Finn and had 
a specially decorated table at the ladies’ party. There 
was a birthday cake, a candelabra of pipe and fittings, 
worked into a design of ‘‘72,’’ and other decorations to 
commemorate the occasion. 
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BAKERSFIELD ASSOCIATION ENTERTAINS SAN 
JOAQUIN VALLEY MASTER PLUMBERS 


The regular monthly meeting of the Bakersfield Master 
Plumbers’ Association, at which the Bakersfield association 
acted as host to the members of the San Joaquin Valley 
Master Plumbers’ Association, was held Saturday afternoon 
and evening, May 7, in the Knights of Pythias Hall, at 
Bakersfield, Calif. At the business meeting, which began 
at 2:30 p. m., there were about 30 master plumbers pres- 
ent. Late arrivals swelled the attendance, and in. the 
evening some 70 master plumbers and their wives sat 
down at the banquet which preceded the dance that lasted 
until the last strains of ‘‘Home Sweet Home’”’ died out just 
as the clock struck twelve. 

The gathering was one of the most successful and en- 
joyable ever held in the San Joaquin Valley, and master 
plumbers from practically every town in the valley from 
Modesto south to Bakersfield participated. Edward Ho- 
kom, secretary and manager of the Heating and Piping 
Contractors’ Association of Los Angeles, was the speaker 
of the afternoon. 

Mr. Hokom opened his address by recounting to the 
assembled plumbers something of the history of the forma- 
tion of the Construction Industries Council of Southern 
California, and closed with a dissertation on what he con- 
sidered to be an ideal conduct of the plumbing supply 
business. 

Fred High, president of the San Joaquin Valley Master 
Plumbers’ Association, acted as toastmaster at the dinner. 
After the tables had been cleared he introduced several 
speakers, each of whom gave short talks. Among them 
were, in addition to Mr. Hokom, State Secretary Bruce 
Clark, Los Angeles; L. C. Brightwell, representing the 
Washington Iron Works, Los Angeles; Clarence Foin, sec- 
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retary of the valley association; and Ray Walters, presi- 
dent of the Bakersfield association. 

During the afternoon, the visiting ladies were enter- 
tained at a theater party, with Mrs. Smitzer, of Bakers- 
field, acting as hostess. 

Practically every master plumber and his wife attended 
the dance which concluded the program, and some 70 
couples tripped the light fantastic until midnight. 


Top picture: Presidents of local associations: H. Grant of the 
Ridge, O. W. Rish of Orlando, S. Blanton of Tampa, F. Quin- 
lan of St. Petersburg, Freeman Moss of Miami, J. Needham 
of Lakeland and George Keefe of Jacksonville.—Bottom pic- 
ture: The Tampa delegation. Photos taken at the annual con- 
vention of the Florida State Association of Master Plumbers 
and Heating Dealers, held recently in St. Petersburg 








WHAT THIS BOOK CONTAINS 


The Plumbers’ and Steamfitters’ 
Price Guide has been compiled with 
one purpose in view—that of helping 
the contractor to determine average 
costs and proper resale prices. Into 
this book is crammed all the in- 
formation you can possibly need to de- 
termine selling prices of practically 
every kind of supplies you use— every 
item is instantly available through the 
famous Bareham and Saunders cross- 
indexed system—you can find what 
you want in a jiffy. No figuring— 
no hunting through price lists. You 
can put your finger on any item 
tight away! 
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Simplifies! 


The Plumbers’ :& Steamfitters’ Price Guide 
will simplify practically every problem of 
Price figuring that you meet with. The 
time that you now spend in lengthy com- 
putations when estimating, through figuring 


BAREHAM & SAUNDER 


366 E. Main St. 
Rochester, N. Y. 
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lists and discounts, can be turned into prof- 
itable work if you use this book. 


Mail the coupon now for full information 
on this wonderful helper 


BAREHAM & SAUNDERS, 366 E. Main St., Rochester, N. Y. 


Gentlemen: Please send me full details about the Plumbers’ and 
Steamfitters’ Price Guide and how it will help my business. D. E. 5-28-27 
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Stark 


Stark Pumps are easier to install 
and more efficient in operation. 
They will make you more profits 
and better jobs. 


Write us for details 


Stark Pump Company 
17128 Mt. Elliott Ave. Detroit, Mich. 


Chi : 642 Washington Blvd. 
St. Louis, Missouri: 406 Market St. 
New York: 242 Lafayette Ave. 
Philadelphia: Bourse Bldg. 
Canada: 25 River St., Toronto, Ont. 








USE A 


CROWN 
POST VISE 


(Patented) 


And Save Time on the Job 


It has no lag screws. 
It has no hooks to break. 


It does away with a bench. 


It wraps around any post. 
It has a hole in center to It has no bolts to fasten. 
keep it solid. It is an ever handy tool. 


Order one today through your local jobber 
CROWN DIE & TOOL CO. 
2636 North Keeler Ave., CHICAGO 
CROWN PIPE DIES CUT PERFECT PIPE THREADS 
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And 


CEILING 
ON Wore 
Look for this Box and Label 


So Order thru Your 
Asked i -t-¥-] 1-10 
THE 
1-34-Wre) Foee)-1:11" 
MFG., CO. 


Southington, Conn. 

















See Our Exhibit 


NIEDECKEN 
SHOWERS 


AND 
SHOWER STALLS 


Booth No. 2, Section 6 
N.A.M.P. Convention, Minneapolis 
HOFFMANN LS t BILLINGS. MFG.Co. 
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| GOLF TOURNAMENT AND DINNER DANCE OF ILLI. 
NOIS CHAPTER A. S. H. AND V. E 

The Illinois Chapter, American Society of Heating and 
Ventilating Engineers, lucky in weather conditions for 
their annual golf tournament, gathered fifty-four strong at 
Glen Oak Country Club, near Chicago, on May 19, to test 
their skill in the historic game of golf. 

“Oh, wad some power the giftie gie us to see oursel’s 
as ithers see us,’ quoted Tom Monaghan, chairman of 
the arrangements committee, who is steeped in Scotch lore, 
and see themselves as others see them they will, for mo- 
tion pictures of most of the participants were taken by 
“Domestic Engineering.” 

Although the course was soft from recent rains, James 
Crossan, guest of A. B. Martin, distinguished himself with 
a low gross of 74. E. Endicott Bolte and Ira Soper won 
prizes with low net scores of 80. The low gross members’ 
prize was won by Jack Kieley with an 84, to whom the 
players were indebted for a box of fine cigars at the 
evening dinner. 

Thanks were expressed to Captain W. H. Chenoweth, 
member of the Glen Oak Country Club, by a rising vote for 
courtesies extended to the Illinois Chapter for the tour- 
nament. 

The scores were as follows: 


Gross Hden. Net 
E. Endicott Bolte. 92 12 80 L. D. Emmet 
Burt Spafford....126 30 96 E. Barrows ...... 115 24 
| Leo Weinshank..107 25 82 Cc. E. Beery 
| Wm. H. Boler.... 20 72 James Doherty... 
| Jack Kieley 72 W. H. Chenoweth.108 
| James Crossan .. ae A. M. Ahrenberg. .. 
J.H. Houghteling.116 ; E. J. Gossett 


Marshall Davies..120 H. G. Thomas.... 
August Nilson ... 87 W. B. Graves.... 
| F, Clement 97 33 W. T. Walters.... 
| A. T. Johnson....115 Cliff Presdee 
| T. E. Fairbanks. .112 J. C. Matchett.... 
| B. Skidmore ....114 Geo. P. Smith.... 
| G. H. Dickerson. .112 
Wm. E. Foskett..109 
119 28 . W. Johnson... 
E. H. Funck 113 20 A. B. Martin 
Paul Danely ....111 15 S. L. Haas 
M. Feiber 111 22 . H. Cornell.... 
Ira Soper 88 8 B. Crone, Jr... 
L. J. Pitcher 94 11 . A. Wentt 
J. F. McClellan..108 17 . C. Graves 
J. H. Milliken.... 98 12 John D. Small... 
98 15 John F. Hale.... 
J. A, Cutler......106 16 Macy S. Good.... 
J. H. O’Brien....115 17 T. H. Monaghan..116 
L. L. Narowetz, Jr., J. H. O’Brien and Eugene Mathis 
scored much better than par in their arrangements for the 
dinner dance of the Illinois Chapter, which was held the 
following night, May 20, at the Stevens, Chicago’s new 
3,000-room hotel. <A large part of the 170 members of 
the chapter with their guests, wives, daughters and sweet- 
hearts, were present. W. H. Driscoll past president of the 
American Society of Heating and Ventilating Engineers, 
dropped in to meet old friends. Tom Monaghan, as chair- 
man of the golf tournament committee, awarded prizes 
for the best scores. He was also the recipient of a me- 
mento—a silk hat of the vintage of 1876—in recognition 


of his method of collecting dues for the tournament by 
wearing a hat so long as any part of the dues remained 
unpaid. 
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JERSEY TRI-CITIES’ ASSOCIATION ELECTS 
OFFICERS 

The Master Plumbers’ Association of South River, 
Sayreville and Milltown, N. J., recently elected officers. Ed- 
win J. Baumann of Sayreville, is president. Archie Aspinall 
of South River is vice president. Frank Armstrong of 
South River is treasurer, and Ernest Smalley also of 
South River is secretary. 
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ST. LOUIS A. S. H. V. E. HOLDS DINNER DANCE 


The St. Louis Chapter, American Society of Heating 
and Ventilating Engineers, held a dinner dance recently 
at the Osage Country Club, St. Louis, Mo. Seventy mem- 
bers and their guests were in attendance. Dinner was 
served at seven, and dancing started at about nine. A. M. 
Lane called off the circle dances, which were thoroughly 
enjoyed by all present. T. J. Hester was chairman of the 
entertainment committee, its other members being L. J. 
DeNeille and E. A. White. 





PACIFIC COAST ASSOCIATIONS ELECT OFFICERS 


The Coast Counties Master Plumbers’ Association in 
California recently elected new officers for the ensuing 
year. The new president is A. P. Beck of Watsonville. 
Elmer Frazier, also of Watsonville, was elected secretary. 
E. C. Simpson and C. M. Ryan, both of Pacific Grove, were 
elected secretary and treasurer, respectively. 

W. N. Smith was recently elected president of the Mas- 
ter Plumbers’ Association of Astoria, Ore. John Anderson 
was made vice president, and W. C. Laws was elected sec- 
retary-treasurer, 





ROCKFORD ASSOCIATION ELECTS NEW PRESIDENT 

At a recent meeting of the Master Plumbers’ Associa- 
tion of Rockford, Ill., C. C. Rosenfield was elected presi- 
dent to serve the unexpired term made vacant by the res- 
ignation of Albert Rosenfield, who has just been made 
plumbing inspector for that city, and is retiring from 
active business as a master plumber. 

A short time ago the master plumbers of Rockford, 
with those of Moline and Aledo, IIl., Davenport, Iowa City 
and Clinton, Iowa, were guests of the N. O. Nelson Mfg. 
Co.’s Davenport branch at a dinner and lecture given in 
the Chamber of Commerce. P. D. Bennett, Chicago rep- 
resentative of Trane Co., spoke on heat cabinets, and J. E. 
Humerick, Des Moines representative of the same com- 
pany, also gave a short talk. 











Top picture: L. K. Seale, secretary of the Knoxville, Tenn., 
association; W. D. Swaim of Chattanooga, Tenn.; F. A. Bur- 
meister of Memphis, Tenn., newly elected president of the 
Tennessee state association.—Bottom picture: W. L. Clucas, 
Past president of the St. Louis association; E. J. Blake, secre- 
tary of the St. Louis association; William Daly of Kirkwood, 
Mo., past president of the Missouri state association; James 
Wilsonholme of Webster Groves, Mo., president of the St. 
Louis County association; F. N. McGrath, plumbing inspector 
of Clayton, Mo.; E. Quinn, president of the St. Louis associa- 
tion.—Photographs taken at the last secretaries’ conference 
of the National Trade Extension Bureau 
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High Pattern D-477 ‘‘A”’ 
S & K Fixture 


Now Furnished With 


“NOWOB”? FAUCETS 


These faucets have bronze removable seats with hard vulcanized 
rubber seat washers and operate on the non-rising, stem-direct 

rinciple of stem against seat without grinding or twisting. The 
| oo of the faucet is NOT threaded to engage the stem and (out- 
side ot the removable seat) the faucets are practically everlasting. 


Write your jobber 


STREET & KENT MFG. COMPANY 
1954-64 _Clybourn Ave. - - - Chicago, Illinois 


Manufacturers in Chicago since 1888 





























PAINE TOGGLE BOLTS 
‘““The Most Practical Toggie’’ 


The Toggle with the “Spring Wings” 
Save Their Cost in Time and Patience 


ANY STYLE HEAD—ANY LENGTH BOLT—STEEL OR BRASS 
NICKEL PLATED OR GALVANIZED 


SIMPLEST AND QUICKEST 


Samples on request — No Charge 


THE PAINE COMPANY 
2951 Carroll Ave. 83 Chicago, Illinois 


Stocks { 79 Barclay Street, New York City, New York 
Carried ) 915 Bryant Street, San Francisco, California 
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JERSEY CITY MASTERS VISIT THATCHER CO.'S 
PLANT 

On Tuesday, May 3, approximately forty members of 
the Master Plumbers’ Association of Jersey City, N. J., 
were guests of the Thatcher Co., Newark. The Jersey 
City party, which was under the leadership of a committee 
headed by Charles Werner, boarded de luxe busses in 
their home city early in the morning, proceeding to the 
Newark plant of the Thatcher Co. After an inspection 
trip of the modern plant, the party was taken to the 
Newark Athletic Club, where it was the guest of the 
Thatcher Co. for luncheon. James Lyons gave the address 
of welcome after the luncheon had been disposed of, and 
Henry M. Cohendet, president of the association, re- 
sponded. This was followed by a talk by R. C. Cook of 
the hosts and another by Joseph Sprouls of the visiting 
delegation. The afternoon was spent in a trip through the 
Garwood plant of the manufacturers, the party returning 
to Jersey City in their busses. 


Red water 


makes the 
customer 


see “RED” 


Hot water, red with rust or 
sediment, is often more dis- 
agreeable than no hot water 
at all. And the plumber or 
heating specialist gets the 
blame. 











Joseph A. Durr, past president of the New Jersey State 
Association of Master Plumbers, has moved his shop and 
offices from 607 Valley Road, Montclair, to 226 Lorraine 
avenue, Montclair. 





NASHVILLE CONTRACTOR IN HIS OWN BUILDING 
Edward E. Schiel, of Nashville, Tenn., recently moved 
into his new building at 308 Eighth avenue, South. The 


That the plumbing trade 


may offer genuine satisfac- 
tion, Badger Copper Boilers, 
moderately priced, are 
available for prompt ship- 
ment. 








As coppersmiths since 1841 
we have developed methods 
of design and construction 
which guarantee the most 
modern of copper boilers. 
Half-round heads rivetted 
to the shell are tested under 








200, 250 and 300 Ib. pres- Edward E. Schiel’s new salesroom at 308 Eighth avenue, 
sure. All surfaces that come South, Nashville, Tenn. 

in contact with water are ' 

tinned. | accompanying photograph shows a part of the new sales 


room, with Mr. Schiel at his desk. Mr. Schiel writes that 
“a showroom and display windows have helped our busi- 
ness 100 per cent.” 


These boilers are made in a 
variety of sizes for various 
pressures. Let us send a 
detailed description. 





C. 8. D. L. MEETING FEATURED BY DIVERSIFIED 
TALKS 











E. B. Badger Secretary Edward Looker’s unique announcement to 
and Sons Co. | the effect that the program for the May 12 meeting of 

® | the California Sanitation Development League would in- 

75 Pitts St., = Mass. clude “‘A major operation to be performed on the North- 
Tulsa, Okla: Mid-Continent Bldg. ern California plumbing and heating industry by grad- 
Representatives tn all principal cities. uate plumbers,” resulted in bringing out a record at- 


tendance. The meeting took place at the Palace Hotel, 
San Francisco. _A large local representation was pres- 
ent, besides members from Oakland, Berkeley, Martinez, 
and points down the bay as far as San Jose. 

The meeting was presided over by V. A. Edgeworth, 
business manager of the Oakland-Berkeley-Alameda As- 
sociation. In his opening remarks, Mr. Edgeworth said: 
“Co-operation is a subject which has been worn thread- 
bare, but there still remain some threads which need 
| picking up.” He then introduced Ernest Schaeffle, man- 
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ager of the San Francisco Master Plumbers’ Association. 
Referring to the scramble for the consumer’s dollar, Mr. 
Schaeffle stated that the industry which secures the 
largest share of this division is the one which spends 
the greatest amount for advertising. ‘‘And in this con- 
nection it occurs to me,” he continued, “that the league 
can best co-ordinate the efforts of manufacturers, jobbers 


and plumbers.” 

President Johnson of the Berkeley plumbers’ club, 
spoke on the growth of his organization and the advan- 
tages of working in harmony with the local building 
department. 

W. E. Mauzy of Walnut Creek, president of the Contra 
Costa association, was the next speaker. He sounded a 
new and vital note in the matter of customer-contact 
when he said: ‘‘Master plumbers should incline more 
toward sharing the responsibility of their business with 
the men they pay to shoulder this work. By this I mean 
that the master plumber should not spend most of his 
time on the outside; he ought to remain in his place 
of business so as to meet the customer when he comes 
in. As much as possible, he should let someone else do 
the outside work.” In closing, the speaker touched 
on another vital point. ‘Too often we overlook the 
feminine element in our sales; I think we should consider 
the ladies’ viewpoint more. They frequently control the 
purse-strings, you know.” 

J. A. Freitas of Oakland then spoke of the short-sight- 
edness from the customer’s standpoint, of installing so- 
called cut-rate plumbing, leading up to the fact that much 
of this work, by reason of the necessary skimping in- 
volved, was the best argument in favor of a uniform 
plumbing code for California. 

John Young, of the Gilley-Schmidt Co., San Fran- 
cisco, was the next speaker. Referring to the incon- 
sistencies often found in the plumbing and heating busi- 
ness, Mr. Young said in part: ‘We are sometimes told 
that to land a job we will have to cut. That means that 
we are put in a false light by expecting the jobbers to do 
the same.”’ 

In his remarks relative to conditions in the smaller 
communities, Charles Merritt, secretary of the San Jose 
Association, recommended adequate recognition and clas- 
sification of the master plumber as a remedy for certain 
trade evils. 

Thomas Kennedy of Martinez gave constructive criti- 
cisms on methods of installing heating systems, stressing 
the need of uniform work. 

A. J. Schlagl, secretary of the Oakland Journeymen’s 
Local No. 444, spoke briefly on the willingness of his 
organization to co-operate in every way possible with the 
master plumbers. 





HEATING AND VENTILATING GOLF ASSOCIATION 
PLAYS AT WHITEMARSH 

Charles J. Williams, who converted a gross 97 into a 
het 81, was the star of the May meet of the Heating and 
Ventilating Golf Association of Philadelphia, held at 
Whitemarsh Country Club on Wednesday, May 18, taking 
the four balls and the leg on the cup, which were the 
prizes for low net in the medal play morning round in 
Class A. His chief competitor for honors was B. Penny- 
packer, whose net, 85, carried off premier honors in Class 
B. T. W. Cooper carried off honors for low gross, with an 
85, but his low handicap of six made him run second to 
Mr. Williams. 

Second place in Class B went to Charles Fowler, C. T. 
Thompson and William Hughes following close at his 
heels, each taking two balls, while George Kitson got into 
the money with a net 89. Third honors in the higher 








Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply. 

Water Closets for every type or class of 
service. 


Frost Proof Closets. Direct flush 
or after flushing. 


Write for catalog. 


Philip Haas Co., Dayton, O. 


























URKS 


suUPER-TURBINE 


PUMPS 


“Only one moving part’ 


-« A LIFE-TIME OF SERVICE/ = 
Dealers: Send for No. 83 Bulletin! 











DECATUR PUMP COMPANY 
632 E., Cerro Gordo St., Decatur, III. 











Armstrong Bros. 


CHAIN PIPE 
VISE 


DROP FORGED STEEL 


The Ideal Portable Vise 
RAPID--STRONG--COMPACT 
4%" to 8" Pipe 
One turn of the handle 
releases or grips pipe 


Write for Catalog 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave., Chicago, U. S. A. 





























No Failures \ 
San-Equip Septic ( 


Tanks never fall down 
on the job. There are 
thousands of them in 
use and no failures. 
Wherever there is an 
unsewered area oppor- 
tunity awaits you with 
San-Equip. 


Write today for details. 
CHEMICAL TOILET 
CORP. 


E. Brighton St., Syracuse, N. Y. 
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class were captured by M. J. Blankin, James Luke and 
William Robelen following in that order. 
The afternoon was devoted to best ball foursomes, 
| Kerr and Kleinman proving the most adept at teamwork, 
turning in an 89. When their handicap of 20 had been 
deducted, the very respectable net of 69, three below par, 
| earned them four balls and first prize. Their closest com- 
petitors were Speakman and Elliott, seven strokes behind, 
| Hemphill and Bolsinger trailing this pair by two strokes. 
Hurley and Jacobsen played just as good golf as the last 
named twosome, but were not so good at tossing coins and 
had to be content with fourth place. Culbert and Kappell 
were the other winners, a 79 net earning them a ball. 
The host of the day was Thomas Dormer and the patron 
| was Wilhelmina Ambrose. 
The scores were as follows: 





Morning Round 
18 Holes Medal Play 
Player ros Hdep. 

T. W. Cooper 
| Cris Weber 
| R. L. Kleinman 

GE Be i ey Serre ae ear eae 97 
SOME TABS oc ccccccc sess sacrveeecee 95 
Pneumatic Water Supply Systems | Harry Elliot 

» Tankless Water Supply Systems | rye onion 
24-Hour Delivery, | A. MecClintoch 
Any Capacity—Any Head * Wm. P. Culbert 
CORRS Ble COP aa ee eee eT ry 135 
George Kappell 











| »SEWAGE-CONDENSATION-CIRCULATING 3 
| BILGE~FIRE~HOUSE-VACUUM WwW. G. 
- Chas. 

CHICAGO, ILL. | Phemeeen 
Wm. Hughes 
Mr. Young 
B. Pennypacker 
Geo. Kitson 
Wm. Speakman 








Afternoon Round 
Best Bail Foursomes 
| Blankin and W. P. Culbert 
| McClintock and Meloney E 86 
| W. G. Culbert and Kappell $ p 79 


RA ) AT O RL Hurley and Jacobsen ) 78 
| Williams and Robinson < rr 

HANGE as” | Kerr and Kleinman ‘ 2 69 

Hemphill and Bolsinger 78 
Cooper and Hackett...............00. 8 5 79 
Speakman and Elliot R 76 
Kitson and Savill 90 
78 


7 ' ypes Thompson and Hughes................ 109 89 


We manufacture seven SAN FRANCISCO ASSOCIATION OFFICIAL TALKS ON 


. PUBLIC OPINION 
different types of the Moore ; 
The entire membership of the Martinez, Calif., Kiwanis 


Radiator Hangers. You Club turned out Wednesday, May 18, to hear Ernest 
are sure to find among this Schaeffle, manager of the San Francisco Master Plumb- 
large selection the exact ers’ Association, talk on the subject of “Creating a More 


Favorable Opinion of the Business Man.’’ The meeting 
h r fit your need. 
ange to y was held at the American Legion Memorial building, 











Moore Hangers are built | Martinez. 


Acting as chairman of the day, T. P. Kennedy intro- 
of the finest grade pressed duced Mr. Schaeffle who opened his remarks by saying: 


steel and will give long “We should all do everything in our power to disabuse 


faithful service even under the public of the idea that the business man, whether a 
the heaviest loads. plumbing contractor or shoe dealer, jeweler or druggist, 
is a profiteer.’’ Going on to state that while the average 
Your jobber has them | business will net 8 per cent—at which no soap-box orator 
| would be justified at railing—-he cautioned his hearers at 


CARTY & MOORE ENG. co. swallowing any theory about a man being ‘‘in business 


(Incorporated) anniert ethan , 9 geht tie -evident 
cst We. BANNED STREET for service rather than profit,” which is a self-evide 
contradiction. 


DETROIT, MICH. a 
| The average business man considers himself fortunate 
when he earns 10 per cent for his concern,” concluded 
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Mr. Schaeffle, ‘‘and when that fact becomes more gener- 
ally known, much of the opposition to our present-day 
system will have been removed.” 





NEW YORK ASSOCIATIONS ELECT OFFICERS 

E. W. Stradling was recently elected president of the 
Utica, N. Y., Master Plumbers’ Association. The vice 
president for the ensuing year will be William Hameline; 
W. C. Hughes was elected treasurer, and James Williams 
secretary. Thomas H. Hughes is executive secretary of 
the association, having been appointed recently to succeed 
R. E. Scannell, who became a part of the Wicks-Hughes 
Co. plumbing organization of that city. The Utica asso- 
ciation recently took in fourteen new members. 

The Master Plumbers’ Association of Rome, N. Y., also 
elected officers recently, selecting John R. Harper as presi- 
dent. Jacob Durr was elected vice president and W. M. 
Leicht secretary-treasurer. The association was recently 
formed and has incorporated the Rome Master Plumbers’ 
Credit Corporation for the purpose of improving credit 
conditions in that city. 





NEW ASSOCIATION ORGANIZED IN HOUSTON 

Charles H. Mayer, plumbing contractor of Houston, 
Tex., sends us the information that a number of master 
plumbers in that city are interested in an educational cam- 
paign. A meeting was held recently to talk the matter 
over and eighteen men were present. Mr. Mayer states 
that after a general discussion it was decided to ‘‘form 
an organization to work in co-operation with the Asso- 
ciated Master Plumbers of Houston which is affiliated 
with the state and national organizations.” 

E. J. Archer was elected president of the new organ- 
ization, J. B. Collins, vice president, R. L. Morgan, sec- 
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retary, and P. G. Callahan, treasurer. Meetings will be 
held weekly, according to Mr. Mayer, and one of the first 
matters for attention will be the educational campaign. 





SAN FRANCISCO MASTERS ELECT DELEGATES TO 
NATIONAL CONVENTION 

At the May 6 meeting of the San Francisco Master 

Plumbers’ Association the following delegates were 

elected to attend the National convention at Minneapolis, 


June 21, 22 and 23: President William J. Monihan, * 


James H, Pinkerton, Alexander Coleman, William P. Goss, 
George Y. Morton, Joseph Rohr, S. Petersen, Joseph Ahl- 
bach, L. Bernstein, A. J. Silva and Phillip Tabacco. Those 
elected as alternates were: F. W. Snook, A. Newmark, 
J. J. McLeod, George N. Zaro, E. Rose, Jr., and Joseph 
Sand. 

Albert J. Wilson and Alexander Coleman, president 

















Members of the Macon association attending the Georgia state 


convention held recently in that city. Front row: W. A. 


Brown, J. T. Shropshire, W. P. Bennett and H. H. Darby; back 
row: L. R. Newby and J. G. Miller 








MAKE THE BOILERS YOU INSTALL SAFE FOR YOUR CUSTOMERS 

















When you install a range boiler, 
your customer expects you to 
make it safe for him to use. 
He is not a plumbing expert and 
unless you make that boiler 
fool - proof a serious accident 
may take place at any time. 


BOILER RELIEF 
VALVES 


made in five types, furnish ab- 
solute protection against the 


dangers of high temperatures, 
excessive pressure and vacuum. 


Write for | 


prices. 

















_3.3.3in1 BOSTON BRASS COMPANY | 25x02 
ae = qupeenwe Manufacturers of the B. B. Ball Cocks a - ne 
| | WALTHAM |Established 1874] MASS. | | 
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RADIATOR HANGER 


These safer hangers are adapted to ANY 
type of wall construction— concrete, 


brick, hollow tile, gypsom block, or frame. 
Only one anchor bolt per hanger. Ad- 
justable both laterally and vertically. 


HEALY-RUFF COMPANY 
770 Hampden Ave., St. Paul, Minn. 


UNCONDITIONALLY GUARANTEED 


TRADE MARK 


Ss 
z 


E 
E 
L 


PNEUMATIC—STORAGE— SPECIAL 
Black or Galvanized 


The Novelty Steam Boiler Works Company 


Clare and Kloman Sts. Baltimore, Md. 





Tank Fittings of Quality 


1856 **McSHANE’’ 1927 


The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


McSHANE 
BELL FOUNDRY CO. 


BALTIMORE, MARYLAND 











OFFrM 


Automatic 


Gas Water Heaters and Storage Systems 
Always a step ahead! —in patented 


features, exclusive improvements 
and in money-making opportunitie 
for you. :3 $3 23 


THE HOFFMAN HEATER CO. 
LOUISVILLE, KY. 
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and secretary, respectively, of the National Association 
of Master Plumbers, have just returned from an extensive 
trip through the country. They reported favorably on 
the prospects for a record attendance at the National 
convention. William P. Goss, president of the California 
Association, stated that 300 reservations had already 
been made for accommodations at Yosemite, where the 
state convention will hold forth, June 6, 7 and 8. Ap- 
proximately fifty San Francisco members will attend. 





BALTIMORE ASSOCIATIONS ESTABLISH 
VIGILANTES 

A vigilance committee has been formed by the two 
master plumbers’ associations of Baltimore, for the pur- 
pose of correcting conditions harmful to the community 
health and opposed to the best interests of the master 
plumbers. The committee is composed of five members of 
the Maryland Master Plumbers’ Association, five members 
of the Master Plumbers’ Association of Baltimore City, 
Incorporated, and John W. Clark, executive secretary of 
the former organization, who belongs ex officio. 

Three weekly meetings have been held, and already a 
number of grievances have been reported, and corrected 
in a satisfactory manner. 

The committee was formed as part of the expansion pro- 
gram of Francis C. Dorsey, president of the Maryland 


Master Plumbers’ Association, to investigate all com- 
plaints. Master plumbers are especially requested to re- 
port all installations done by persons other than plumbers. 
In such cases, the committee will report the thatter to the 
health department, which has the power to act. 

The good that can be done by such a committee is 
shown by the fact that several insanitary installations have 


been ordered torn out, and have been replaced by master 
plumbers, on orders of the health department. 

A joint meeting of the committee and all the plumbirg 
inspectors of Baltimore is planned for the near future. 
The committee will outline its policy and ask the in- 
spectors to report all violations they may discover. 

The committee also acts as a membership committee. 
Members representing the Maryland Master Plumbers’ 
Association are John W. Clark, executive secretary; W. 
Fred Groscup, chairman; Thos. J. Thaler, Joseph Gessler, 
John W. Monosmith and Leo C. Steinmetz. Those repre- 


| senting the Master Plumbers’ Association of Baltimore 
| City, 
| Harry Monroe, Isaac Roll and Isaac Levy. 


Inc., are Max Kloze, president; Joseph Horowitz, 





TRENTON MASTERS HEAR LECTURE BY NOTED 
EXPLORER 
Members of the Master Plumbers’ Association of the 


| City of Trenton, N. J., were invited to hear Dr. John W. 
| Ruskin, 


noted explorer and lecturer, address the Isaac 
Walton League in Prudence Hall, School of Industrial 
Arts, Trenton, on Thursday evening, May 19. The edu- 
cational committee of the association, headed by Chair- 


man James L. Bennett, secured the invitation from the 
League, as the state convention interfered with the as- 


| sociation holding a special meeting of its own to hear 


Dr. Ruskin. 





CALIFORNIA MASTERS SEE MOTION PICTURES 


A large representative body of plumbing contractors of 
the East Bay district gathered at Master Plumbers Hall, 
538 Twenty-fourth street, Oakland, Calif., Monday eve- 
ning, May 23, where there was shown a six-reel film de- 
picting each step in the manufacture of enamel ware, 
vitreous china, plumbers’ brass goods and white seats at 
the various plants of the Standard Sanitary Manufacturing 


Co. 
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Women’s 0A uxtliartes —_— ™ 
Mansfield Auxiliary Elects Officers Specify Milwaukee 


The Master Plumbers’ Auxiliary of Mansfield, Ohio, 

























recently elected officers as follows: President, Mrs. Homer HE next time you are called 
Frye, 240 Marion avenue; press reporter, Mrs. Ruth Mar- upon to recommend a water 
low, 233 South Main street; secretary and treasurer, Mrs. | power system specify the Milwau- 


kee Electric Water Power System. 
It will give your customer the same 
complete satisfaction it is already 
giving thousands of users all over 
the country. The moderate price 


0. P. Wervey, 225 West Fifth street. The April meeting 
of the auxiliary was held at the Woman’s Club (the 
auxiliary being a member of the Mansfield Federation 
of Women) with Mrs. Charles Arting as bontens. - gives you theopportunity of making 
the members were present and had a very enjoyable time. a liberal profit and our guarantee 


Camden Auxiliary Gives Card Party and Dinner backs every one of our systems. 
The Women’s Auxiliary of the Camden, N. J., Master | The motor is completely encased in 
Plumbers’ Association recently gave a card party at the a steel cover = — any — 
-si i accident to the working parts an 
Easter Square Club, Twenty sixth a avenue, in ce geevent @ut ond Gxt fom 
that city. A few evenings later auxiliary members and interfering with the motor. The 
their husbands enjoyed a delicious lobster dinner at the automatic feature can be added at 
Overbrook Inn on White Horse Pike near Laurel Springs. any time. 
After the dinner surprise packages were given to all pres- 
ent. The affair was a great success, and a rising vote 
of thanks was given to Mrs. Charles Strack, who was in 
charge of arrangements for the dinner. A social affair 
is planned for June. The auxiliary recently contributed 
to both the scholarship fund and the Mississippi Relief | 
Fund, 


St. Louis Auxiliary Gives Luncheon at City Club 
The entertainment committee of the Women’s Auxiliary 
of St. Louis, Mo. recently arranged for a luncheon at 
the City Club in that city, which is the new meeting place 
of the auxiliary. Fifty ladies were served, and every- 
one enjoyed it greatly. After luncheon, Mrs. Charles 
Quinn, president, called the business meeting to order. 


Three new members were introduced: Mrs. Ed. Schuster, | 
Mrs. A. Lorenzen and Mrs. J. C. Murphy. It was decided | 
| 
| 


ee 


Write for particulars. 


Low in cost and low in operation expense. 


Milwaukee Air Power Pump Co. 
6 Keefe Avenue :: Mlwaukee, Wis- 























PIPE FITTINGS 


IRON BODY GATE VALVES 


to send a check for $50 to the Red Cross for the flood 

sufferers. After the meeting the ladies played ‘‘bunco.” 
Orlando Auxiliary Has Active Season 

Orlando, Fla., Auxiliary No. 3 has been enjoying a 

happy springtime. The ladies were recently entertained 


by the master plumbers at the home of Mr. and Mrs. C. 
F. Riecken: In celebration of Mr. Riecken’s birthday, a 
handsome chair was presented to him. An afternoon | 
meeting was held at the home of Mrs. O. W. Rish. It | 
was voted to contribute $25 to the state scholarship fund. | 
Plans are also under way for summer picnics and on 
May 26, master plumbers and families planned to picnic 


at one of Orlando’s numerous lakes. 








SALT LAKE ASSOCIATION DISCUSSES COLLECTIONS | 

The question of speeding up the collection of “slow ac- 
counts’”” and ‘‘bad debts’’ was discussed at the regular 
meeting of the Salt Lake City, Utah, Association of Sani- 
tary and Heating Engineers, held Thursday, May 19, in 
the association rooms in the Hooper building. A. H. Hig- 
ham, a member of the board of governors of the organi- 
tation and past-president of the Utah state association, 
was appointed a committee of one to take charge of the 
compiling of a delinquent list. 

The members extended a hearty welcome to Parley G. 
James, vice president of the organization, who attended 


his first meeting after an absence of several weeks as a 
result of a major operation. President Edmond G. Harris 


Presided at the meeting, which was attended by twenty- | 
seven of the twenty-eight members. | 


| 





0.S. &Y. 
Patterns 


Inclusive 







Manufactured by 


ILLINOIS MALLEABLE IRON CO. 
CHICAGO, ILL. 
GENERAL OFFICES: 1801 DIVERSEY PARKWAY 





Salt Lake City, Utah.—H. G. Burton has been awarded 
the plumbing and heating contracts en two junior high 


schools in this city. The work will amount to $31,500. 
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Cut WrapLock band to size 
desired, pass band around 
work and through buckle, 
then pass around a second 
time and again throngh 
buckle (if more strength is 
desired pass through once 
or twice more). 





Slide split pin of tool on end 
of WrapLock tape, have it 
extend over the edge cf the 
tape, turn tool down away 
from rounded portion of 
buckle. 






Keep turning tool until 
band rolled up bas drawn 
so tightly that it forces it- 
self into the rounded por- 
tion of the buckle. 


To remove tool raise slightly 
and slip it outfof rolled up 
band. 


DOMESTIC 


apLock 


, New— Unusual! 


Make your own Clamps — 
for any Purpose or Size 


Desired ... 


What WrapLock is 
WrapLock is a 
specially prepared, 
rus t- proofed strip 
steel and a galvan- 
ized steel buckle 
that together make 
a locking band that 
neither strain nor 
vibration can 
loosen. 


What it Does 
WrapLock will bind 


and hold securely 
any shaped piece, 
round, square, hex- 
agon, oval or irreg- 
ular and can be 
used to hold two or 
more pieces of any 
shape securely to- 
gether. 

A Time Saver 
Ina minute you can 
make your own 
clamps for any pur- 
pose or size desired. 


Sizes and Prices 


Consumer’s Can: 

14 in.—30 feet to can 
$2.00. 

Shop Service Can: 

144-in.—100 feet to 


can $4.00. 


Contentsof Can 


Each can con- 
tains a gener- 
ous quantity 
of metal buck- 
les,cotterpins, 
steel keys and 
one special 


ratchet tool. 


uu 





ail 


Clamping patch over 
cracked, 
spiit pipe 


Holding a 


patch. 


a 
punctured or 








Extending Wrench 
Handle. 


If your jobber cannot supply you, write us. 


MOSLER METAL PRODUCTS CORP. 


MOUNT VERNON 


(Dept. D) 


NEW YORK 
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Building News 


The Pacific Coast territory seems to run away with 
the large projects reported this week, the most notable 
is a large San Francisco hotel. Bridgeport, 


| Conn., is the only city worthy of mention in the East 


as far as large contracts or proposed buildings sent in 
during the week are concerned, but a number of build- 


ings are contemplated all over the country and reports 


| are expected soon on their locations, architects, heights, 


and approximate cost. Below are some of the contemplated 


projects: 


San Francisco, Calif—Plans will soon be announced 
for the proposed $2,500,000 addition to the Fairmont 
Hotel, according to D. M, Linnard, Inc., operators of the 
property. The addition is to be located on the north- 
west corner of Powell and California streets, in front of 
the present hotel building. The new structure will nearly 
double the capacity of the hotel as it stands. 

Salt Lake City, Utah.—The Rt. Rev. Arthur W. Moul- 
ton, president of the St. Mark’s Hospital Association, has 
announced that that organization is planning to erect an 


| eight or ten-story hotel type of hospital, costing ap- 


proximately $1,000,000. It is probable that the $3,000,- 
000 Good Samaritan hospital of Los Angeles, will be used 
as a model for many of the interior details of the proposed 
structure. 

Spokane, Wash.—The Rounds-Clist Co. of Seattle will 
take sub-contract figures in the near future on the $1,300,- 
000 L. N. Rosenbaum Theatre. 

Westwood, Calif.—Plans will soon be complete covering 
construction of the $1,200,000 auditorium and classroom 
building for the Southern Branch, University of California, 
to be erected at Westwood Campus. Measuring 280x300 
ft., the building will contain three stories, part of which 
will be devoted to an auditorium capable of seating 2,000, 


Bridgeport, Conn.—The City National Bank, Charles 
president, will 


Hough, receive bids during June for a 











Top picture: Mrs, and Mr. S. Keegstra, Mrs. and Mr. J. Van 
Rossum and Mrs. G. 8. Huneman, all of Grand Rapids.—Low®¢t 
picture: Mrs. J. C. Wall, Kalamazoo; H. Sprenkle, Detroit; 
Mrs. M. Snyder, Detroit; Mrs. H. E. Mesnard, Detroit; C. L- 
Tuck, Detroit. At the recent convention of the Michigan State 
Association of Plumbing and Heating Dealers, at Flint 
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ten-story bank and office building to be erected at Main 
and John streets, at an approximate cost of $800,000. 
Dennison & Hirons, 288 Lexington avenue, New York, 
and Ernest G. Southey, 983 Broad Street, Bridgeport, 


are the architects. 
Schools 


Milford, Ohio.—The board of education will build a 
new school on Garber and Woodward streets. Cincinnati 
architects have completed the plans. 

Cincinnati, Ohio.— The board of education plans to in- 
stall new heating and ventilating equipment in the John 
Kilgour school. 

Deer Park, Ohio.—Bids will close in the early part 
of June for heating and ventilating work to be installed 
in the new school building to be erected by the board of 
education. J. C. Grunkemeyer, of Cincinnati, is the 
architect. 

Menasha, Wis.—The John F. Ahern Co., of Fond du 
Lac, has been awarded the heating and ventilating con- 
tract with its bid of $15,980; and Wenzel Bros., of Ap- 
pleton, have been awarded the plumbing contract with 
their bid of $7,360 for the new grade school which will 
soon be built here. 

Vancouver, Wash.—Freeman & Struble, architects of 
Salem, Ore., will draw plans for the $65,000 grade school 
to be built adjoining the present Washington structure. 
A heating system will be installed to provide facilities 
for both the new addition and the former building. 


Spokane, Wash.—Rebuilding of Ballard Hall, the men’s 
dormitory at the Presbyterian College, which recently was 
destroyed by fire, is to be started at once, and the corner 
stone will be laid in June. In addition to dormitory ac- 
commodations, this new building will house the biological, 
chemical and physical laboratories. 


Oneonta, N. ¥.—The New York Synod, of the United 
Lutheran Church in America, is planning to raise $400,000 
for the purpose of establishing Hartwick Seminary here. 
The decision to remove Hartwick Seminary to Oneonta 
from Hartwick was decided on at a meeting held in March. 
The city of Oneonta pledges to raise $200,000 to help 
in obtaining the school, which will be an accredited col- 
lege. The removal of the college to Oneonta entails an 
extensive building program. 

Chehalis, Wash.—Bids will be called about June 10 on 
the new Junior high school, a structure which is to cost 
about $130,000. 

La Grande, Ore.—Bennes & Herzog, architects in the 
Chamber of Commerce building, Portland, Ore., have an- 
nounced plans for the new building for the Eastern 
Oregon Normal school which is to be built here at a 
cost of $175,000. Bids will be called by the state soon. 
The building will be two stories high of concrete and 
brick construction and will cover a ground area of 60 
by 240 ft. 

Portland, Ore.—A. A. Stoltz & Co., 773 Williams ave- 
hue, were awarded the plumbing contract on the new 
school for the Catholic archdiocese at Twenty-third and 
Klickitat streets. The Kendall Heating Co. secured the 
heating contract. 

South Portland, Me.—The E. N. Cunningham Co., 16 
Oak street, Portland, and Rice & Reuben, 70 India street, 
Portland, have the heating and plumbing contracts, re- 
Spectively, on the 8-room school being erected at Pine 
and Mussey streets. 

Fernandina, Fla.—The plumbing contracts have been 
awarded to D. A. Mayfield & Son of Jacksonville, on the 
two new school buildings in this city. 
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Protection 
| and 
" Convenience 


PROTECTION because cracked sections and burned 
boilers are next to impossible with a McDonnell 6& 
Miller Duplex Water Feeder. 
CONVENIENCE because you can forget the water- 
line—manual control is eliminated. 
That’s why McDonnell & Miller Duplex Water Feeders 
are so popular with heating contractors. 

Ask for Bulletin D 5. 


v MSDONNELL & MILLER sg 
WRIGLEY BUILDING, CHICAGO 
Eastern Warehouse Stock, Bush Terminal, N. Y. 

















ae 


Estabrook 


DOUBLE TY 


No simp'er method of installing 
fixtures on opposite sides of a 
partition can be found than the 
use of the Estabrook Double TY. 
| It pays for itself by saving labor 
| and time. Many different pat- 
| terns carried in stock. 
| 


Write for details 

















R. ESTABROOK’S SONS 


204 First Street, So. Boston, Mass. 


























EXTRA HARD 


Polished Graphite Finish Bibb Washers 


Made of a high grade black -heat-resisting compound. 
Will hold up in any temperature water whether it be 
icy cold or boiling hot. Ask your jobber to supply you 
—they come packed 100 in a box, sizes \4 inch to 1 
inch. Also two styles, beveled and flat. 


LAVELLE RUBBER COMPANY 
320 W. ILLINOIS STREET CHICAGO, ILL. 





Flat Rim 
Sinks 


Here is a flat rim, 
square cornered 
sink that has proven 
itself long-wearing 
and highly satisfac- 
tory. It is equipped 
with a nickel 
plated strainer and 
comes in all sizes 


from 12”’x24” to 
20’x36”. 


Write for catalog 


e 























JONES HOLLOW 
WARE CO. 


Baltimore, Md. 
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Quality Automatic Controls 


The AQUASWITCH 


The Con-Tac-Tor Aqua- 
switch is the demand of 
everyone who considers 
the installation expense of 
temperature controls for 
hot water heating sys- 
tems. There are no holes 
to drill—there’s no neces- 
sity for draining the sys- 
tem if you use the Aqua- 
switch. 


Just clamp the Aqua- 
switch around a bare riser, 
make the electrical con- 
nections and it’s ready. 

It will be found a depend- 
able cutout to prevent 
excessive water tempera- 
ture or may be used as the 
primary control. It’s the 
most popular hot water 
control in the field and the 
most economical. 


Ask for Bulletin No. 110 


ABSOLUTE AACE CORPORATION 
ELKHART INDIANA 

















PABST 
Good Nipples 


In the manufacture of pipe 
nipples it is an easy matter to 
lose sight of quality in striving 
for quantity production. But 
the quality of Pabst Nipples 
Never varies. Every one of 
them is made from the finest 
of new pipe and threaded 
clean and true. This careful 
manufacture results in a per- 
fect nipple that will make up 
as it should and stay in service 


for good. 
Get them from your jobber. 


The Same Old Name Since 1844 





FRED PABST CO., Mfrs. 217 Juneau Ave. 


Milwaukee, Wis. 








Louisville, Ky.—The Theodore Ahrens Trade School, 
which has plumbing as well as. other classes, is to be 
further improved, through the construction af a gymna- 


sium building, at a cost of $60,000. 


Boston, Mass.—Plans are being prepared by Architects 


| McLaughlin & Burr for a new high school building, to be 


built in the Henry Grew District in Hyde Park. The 
structure is to be of brick and stone, first-class construc- 


| tion, three stories and basement, and will cost in the 
| neighborhood of $1,250,000. 


Rutland, Vt.—Architect John M. Gray, Boston, Mass., 
has drawn the plans for a parochial school to be erected 
for the parish of the Holy Innocents. Charles G. Noyes of 
Rutland has been awarded the contract for the work. 

Abilene, Tex.—The Elliott Engineering Company of El 


Paso has the heating contract on the new $60,000 high 
| school building in this city. 


Joplin, Mo.—Barton & Law, 1216 Main street, have the 
heating and plumbing contract on the new East Joplin 
Junior high school building. 

Mobile, Ala.—The heating and plumbing contract on 


| the new school extension at St. Francis and Bayou streets 


for the Sisters of Mercy has been awarded to the Leahy 
& Landry Plumbing Company, 75 Michael street. 


Missoula, Mont.—The Missoula Hardware & Plumbing 
Co. will remodel the plumbing and heating systems in the 
Craig hall at the University of Montana. 


Murray, Ky.—The Key Langston Construction Co. has 
the contract for the central heating plant in the new 


| building at the Murray State Normal School and Teachers’ 
| College. 


Missoula, Mont.—John Pope has secured the contracts 
for the installation of plumbing and heating systems in 


the new Catholic school in this city. 


Municipal and Government Work 


Lehi, Utah.—Morgan Lott has been awarded the plumb- 
ing contract on the new Utah National Guard cantonment, 


Ogdensburg, N. ¥.—Architects George Wilson of this 
city and A. M. Skinner of Watertown, N. Y., have been 


selected to draw plans for the new city hall. Plans will 
| be ready for the advertising of bids about July 1, it 


is hoped. 
Seattle, Wash.—The Board of Park Commissioners are 


planning to construct two field houses at a cost of $50,- 


000 each. They will contain a gymnasium, boys and 
girls’ shower and dressing rooms and a complete stage. 
Bids will be called for as soon as plans are completed 
by the city building department. 

Camp Lewis, Wash.—The A. Guthrie Co. of Portland, 
Ore., was the successful bidder on the new barracks and 
regimental headquarters buildings at the camp. The 
amount of the contract is $592,500. 

Fort Bragg, N. C.—The plumbing contract on the new 
barracks has been awarded to the Palmer Spivey Co. of 
Charlotte, at a cost of $16,400, while the heating con- 
tract, totalling $15,249, was awarded to W. W. Dick of 


Greensboro. 


Punta Gorda, Fla.—The West Coast Roofing and Plumb- 
ing Co. has the plumbing and heating contracts on the 
$106,000 court house. 

Utica, N. Y¥.—Bids for the construction of the new 
police station, estimated to cost $215,000, show that it 
can be built for about $7,000 less, according to bids 


opened on May 6th. The following are the low bidders: 


General construction, R. G. Lloyd & Company, Utica, 
N. Y., $182,000; plumbing, Thomas Breen, Utica, N. Y. 
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$12,175, and the heating bid by the Hameline Company, 
for $8,980. Contracts will be awarded within the coming 
week. 

Angleton, Tex.—The plumbing and heating contracts 
have been let to the Barber Plumbing Company of 906 


San Jacinto street, Houston, Tex., in connection with the 
remodeling of and the addition to the court house. 

Jackson, Miss.—The heating contract has been let to 
the Paine Heating Company, South State street, and the 
plumbing contract has been awarded to Warburton- 
Beachem Supply Co., West Capitol avenue, on the city 
court and jail. 

Orofino, Ida.—Powell & Long have the plumbing and 
heating contracts on the new county court house for Clear- 
water county. 

Toledo, Ohio.—This city will have plans ready soon for 
the first unit of a workhouse project. This unit will cost 
$100,000 to erect and will house about 600 prisoners. 

New London, Conn.—This city is to have a museum 
building according to the terms of the will of Harriet U. 
Allyn. The proposed structure will be erected on Norwich 
road at a cost of $250,000. 


Missoula, Mont.—Carl C. Mott and L. J. Lembke will 
install plumbing and heating systems in the new extension 
to the post office in this city. The work will be handled 
through the Mott establishment. The contract amounts 
to $25,000. Mr. Mott is also installing a $6,000 heating 
system in the Frank Smith apartment building on East 
Front street. 

Waynesboro, Miss.—Probably the largest plumbing con- 
tract ever let in Wayne county has just been let by the 
board of supervisors to the Lynee Plumbing Co. The 


work to be done includes all the plumbing in the new 
court house and county jail. 
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Fort Lauderdale, Fla.—The plumbing contract on the 
$173,597 court house has been let to Weidmuller & 
Schlemmer, Northeast Fourth street. 

San Antonio, Tex.—Jud & Ormond, 903 North Flores 
street, have the $11,568 plumbing and heating contracts 
on the city health department, clinic and detective quar- 


ters in this city. 
Kiel, Wis.—Rudolph Grove was low bidder on plumb- 


ing, drainage, heating and ventilating on the new city hall 
which is to be constructed here. 


ri lubs and Lodges 


Oshkosh, Wis.—The Downey Heating Co., of Milwaukee, 
has been awarded the heating contract on the $120,000 
clubhouse which the Eagles are erecting. 

Sheboygan, Wis.—The South Side Hardware Co. has 
been awarded the heating contract, and Olson & Murphy 
have been awarded the plumbing contract on the club- 
house which the National Croatian Home Co-operative 
Association has under construction in this city. 

Goldsboro, N. ©.—M. L. Keene & Brother have the 
heating and plumbing contracts on the new clubhouse 
at Mulberry and William streets for the Goldsboro Wo- 
men’s Club. 

Meriden, Conn.—James T. Kay, 127 State street, has 
the plumbing and heating contracts on the proposed $200,- 
000 Masonic Temple to be erected at 104 East Main street. 
The building will be 70x110 ft., three stories high, of 
brick, steel and stone construction. 

Corvallis, Ore.—Kappa Alpha Theta sorority will build 
a new home on the Campus of Oregon Agricultural Col- 
lege. Lawrence-Holford of Portland are preparing the 


plans. 
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The field for 
Automatic Water Heaters 
is one 


of the biggest 





in your line. 











Many Master Plumbers 


realize this 
and are making large 
profits installing 


“Merion” Heaters. 


























If you aren't gelling a good share of the Automatic Water Heater business, let us tell you how you can sell ‘‘Merions.” 


THE HEATER WITH THE LOWEST GAS BILL! 
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Air-Tight Steel Tank Co. 


PITTSBURGH, PA. 


TANKS 


TANKS FOR: High pressure gas and air storage— Pneumatic 
water syste asoline and oil stora il burning equip- 
men pen top—Welded. ATSCO Genuine Copper Brazed 
tanks for high p the tigh safest, strongest tank it is 
possible to construct by any known process. A.S.M.E. code tanks. 




















KNOTT 
SEATS 


Every Knott Seat is 

_ = made with the same 

infinite care. That is one reason we are not hesitant 

in our claim that Knott Seats are the finest made. 
Ask Your Jobber, 


KNOTT MFG. CO. :: Tell City, Ind. 











RIVERSIDE 


REFRIGERATOR DRAINS 


Galvanized - - Rust Proof 


3 SIZES 
Tapped 14’ - 112” 


Made by 


Riverside Foundry 
& Galvanizing Co. 


Kalamazoo, Mich. 




















THE PETERS 
ALL-IN-ONE 


Electric automatic 
water system is an 
up -to-the- minute 
system. Equipped 
with a shallow-well 
pump for general 
water service or a 
rain water system. 
It’s absolutely 
automatic. 


Write for details 


PETERS PUMP CO. 
KEWANEE :: ILL. 


Peters Automatic 
Electric Water System 
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Vancouver, B. C.—Among new building contracts which 
are soon to be let are a $100,000 golf and country club, 


| a $150,000 addition to a soap plant, and a $48,750 school, 


Avondale, Pa.—Joshua Thomas has been awarded the 
contract for the heating and plumbing on the new $29,000 
New Country Club Building at Kennett Square, Penna, 

Alexandria, La.— Preston Brasher has the plumbing 
and heating contracts on the $225,000 Masonic Temple. 

Troy, Ohio.—The Fraternal Order of Eagles plans to 


| erect an assembly hall at a cost of $40,000. Gebhardt & 
| Schaeffer, Dayton architects, are working on the plans. 


Seattle, Wash.—Architects B. M. Pretica and F, J, 
Peters, Pantages Theatre building, have been commis- 
sioned to prepare plans for an $800,000 lodge building 
on Fourth avenue near Madison street, for Lodge No. 92, 


| Seattle B. P. O. E. 


Winston-Salem, N. C.—The plumbing contract has been 
let to the Home Plumbing & Heating Company, Third 
street, in connection with the remodeling of the building 
of the Salem Lodge, Independent Order of Odd Fellows. 


Watertown, N, ¥.—The Knights of Columbus have ap- 
pointed Judge John Conboy of that city as chairman of 


| the committee to have charge of the addition to the local 


| clubhouse. D. D. Kieff, Watertown, N. Y., is the archi- 


tect. Bids will be called for soon. 

New Haven, Conn.—A. W. Boylen, 30 Whitney avenue, 
was commissioned to prepare plans for the elaborate new 
Elks Club. The building will be an 8-story brick and 
steel structure of fireproof construction and will be erected 
on Crown street. Samuel E. Hoyt, 902 Chapel street, is 
head of the building committee. 

Pullman, Wash.——Witter Engineering Co. has the con- 
tract for plumbing and heating in the new fraternity house 
being erected at 606 Linden street, for the Alpha Tau 
Omega chapter. 


Cedar Rapids, lowa—The Cyrus Metcalf Plumbing Co., 


| 617 First avenue, with a bid of $31,016, was awarded the 


plumbing and heating contract in the Scottish Rite Cathe- 
dral to be built at A avenue and Sixth street, East, to cost 
about $250,000. W. J. Brown, Bever building, is the 
architect. 

Stratford, Conn.—Bids will be called for early in June 
for a new Masonic Temple to be built on Main street for 
the St. John’s Lodge No. 8. Charles Wellington Walker, 
1115 Main street, Bridgeport, is the architect, and T. A. 
Booth is chairman of the building committee. 


1 heaters 


San Francisco, Calif—Fred W. Snook Co., 596 Clay 
street, has secured the plumbing contract on the $500,000 
theater and store building, which is to be erected on Mis- 
sion street between Nineteenth and Twentieth. 

Wauwatosa, Wis.—J. E. Robertson Co. has been awarded 
the heating and plumbing contract for the $250,000 
theater, store and recreation building under construction 
at Twenty-fifth and Hopkins streets, Milwaukee. 

Toledo, O.—A. A. Hahn, architect, is taking bids for 
the erection of a theater building to be built at a cost of 
$250,000 by Barber Ferris. 

Portland, Ore.—Six new theaters will be built in the 
suburban districts by the West Coast Theaters, Inc., of 
Los Angeles. The six will total an expenditure of about 
$500,000, according to Abe L. Gore, representative of the 
corporation who is in the city surveying definite locations. 
Portland architects will be associated with architects of 
the company in Los Angeles in preparing plans. The dis- 
tricts to have the new theaters will include Mt. Scott, St. 
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John’s and Mt. Tabor, and two others on the east side, 
and one central location on the west side of the river. 
Mr. Gore also announces proposed new theaters for Seattle, 
where probably six or eight will be built. 

Kelsey City, Fla.—The Kelsey City Plumbing Company 
has the heating and plumbing contracts on the $75,000 
theater for F. Kahler, Sr., New Albany, Ind. 

Stoughton, Mass.—Heating and plumbing contracts are 
to be let separately for a new theater building which is 
to be erected by Edward Ansin of 333 Washington street. 
The plans, as prepared by Funk & Wilcox of Boston, 
Mass., provide for a building of brick construction, one- 
story and balcony, 55 by 130 ft. Several bids have been 
received already on the construction job. 

Boston, Mass.—Architect A. J. Carpenter has completed 
plans for a theater building on Chelsea street, Charles- 
town. The structure is to be of brick and stone construc- 
tion, one-story, 85 by 100 ft. and will also contain six 
stores. 

Salem, Mass.—Knut Swanson of Lynn, has begun work 
on the foundations for a theater and office building to be 
erected by the P. & D. Theatres, Inc., at a cost of about 
$750,000. The heating and plumbing contracts have been 
awarded to John F. Cabeen of Salem. 

Toledo, Ohio—Frank Rihachek will build a theater. 
Charles C. Cornfeild is architect. 

Danbury, Conn.—Sunderland & Watson, 248 Main 
street, will prepare the plans for the proposed new theater 
to be erected on Main street by a corporation, which has 
purchased the Parks-Mercier property. The new struc- 
ture will be of steel and brick and will seat about 2,000 
people. 


Industrial 


Klamath Falls, Ore.—A garage with dimensions 75x114 
feet, will be built to accommodate tenants of the Willard 
Hotel. It will be of supertile, and of Spanish design to 
conform to the hotel building. The W. D. Miller Con- 
struction Co. has the contract. 

Johnson City, N. Y¥.—The Endicott-Johnson Co. plans 
the erection of a new five-story brick and steel factory 
building. 

Portland, Ore.—Improvements on the Smith & Watson 
Iron Works, which has recently been reorganized to be 
known as the Smith and Valley Iron Works, will total 
more than $200,000 within the next year or so. W.G. E. 
Smith is president of the company. 

Portland, Ore.—The Alaska Plumbing and Heating Co. 
has been awarded the heating and plumbing contracts on 








An attractive Easter display shown recently by the Samuel 
A. Esswein Plumbing & Heating Co., Columbus, Ohio 
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Downspout 
Heads 


Are preferred because 
they have proven them- 
selves better in every 
respect. Leading con- 
tractors are depending 
upon Wade because they 
save time and labor and 
make a better job. 


Send for WADE catalog featuring our 


entire line 


WADE IRON SANITARY MFG. CO. 


£51-53 Fulton Street, Chicago, Illinois 


A “BUCKEYE?” Die Stock 


—and a single man cutting a 
thread on 6 inch pipe. 


And when cut is finished there is no laborious 
reversing over threads. The tool is taken right 


off because there is no leader screw, and the dies 
open. 


THE HART MFG. CO. 


2316 E. 20th St. Cleveland, Ohio, U. S. A. 
LNAI OSIRIA ARE II NE ORR 
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Sales! 


The problem of every 
business man — repeat 
sales. That is the big 
outstanding feature of 
Maid-En-White Porce- 
lain Bath Room Fixtures 
—solving the repeat 
sales problem. The sale 
of one fixture almost in- 
variably brings your 
customer back for more. 


Repeat sales mean 
repeat profits — Maid- 
En-White fixtures are 
repeaters. 


Don't forget we also 


make a complete line of 
enamel and nickel fix- 
tures that are big values. 


If you want our catalog 
and prices, drop us a line 
—today! 
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the new motor ramp garage, which is being built at Tay- 


lor and West Park streets at a cost of $300,000. 


Portland, Ore.—On the new $500,000 warehouse for the 
Meier & Frank Co., J. F. Shea Co. has been awarded the 
contracts for the installation of plumbing, heating and 
sprinkler systems. Work will start at once. Sutton & 
Whitney drew the plans. 


Institutions 


Houston, Tex.—The $25,000 plumbing and heating con- 
tracts have been awarded to the Warren Company, 1214 
McKinney street, in connection with the building of the 
Houston Eye, Ear and Throat hospital at Caroline and 
Walker streets. 

Plymouth, Wis.—Rohde Bros. were low bidders on the 
plumbing and heating for the addition to the Plymouth 
hospital. 

Concord, N. H.—Lee Brothers, 45 North Main street, 
will install the plumbing system in the ward building, 
nurses’ home and power house, all included in additions 
to the Margaret Pillsbury General Hospital. 

Ashland, Wis.—W. A. Reinhardt was low bidder on 
plumbing, and Dopp & Watson were low bidders on heat- 
ing on the new isolation hospital. 

Rochester, N. Y.—Barr & Creelman have the contract 
for the heating on the new Children’s Hospital at the 
Monroe County Tuberculosis Sanatorium on their bid 
of $29,224. This firm will also do the heating in the 
Nurses’ Home in connection with the same institution on 
their bid of $7,980. A. J. Heinzle was awarded the plumb- 
ing contract on the former building. His bid amounted 
to $27,213. 


Fresno, Calif.—Preliminary plans for a 75-bed fireproof 
hospital are under way by Architect A. I. Coffey, Phelan 
building, San Francisco, Calif. This is to be built for 
the Order of the Sisters of the Holy Cross. 

Bakersfield, Calif.—Plans are being considered by the 
Kern County board of supervisors which will provide for 
building a $250,000 wing to the county’s general hospital. 
Ira Williams is chairman of the board. 

Waynesville, N. C.—L. A. Miller & Son have the plumb- 
ing and heating contracts on the $125,000 hospital for 
the Haywood County Hospital. 

La Crosse, Wis.—Plans and specifications have beet. 


approved for a central heating plant and laundry building 
for the Lutheran Hospital. 


Monterey, Calif.— Plans are being prepared covering the 
construction of a fireproof hospital to cost $100,000. The 


structure will be erected on the Hartnell home site. 

Bellingham, Wash.—F. M. Haskell Plumbing & Heat- 
ing Co. will do the plumbing and heating work on the 
new north wing of the St. Joseph’s hospital, which is 
to be built at a total cost of $130,000. Charles W. Saun- 
ders of Seattle is the architect in charge of plans. 

St. Paul, Minn.—Plans are being made for a three-story 
addition to the West Side General hospital at 225 Pres- 
cott street, to cost $80,000. Ellerbe & Company, 692 
Endicott Building, St. Paul, are the architects. 

Hamilton, Ohio.—A. Shuler & Son, 1680 Williams 


street, were recently awarded the plumbing and heating 
| contracts on the new addition to the Mercy hospital. The 


| contract amounted to about $60,000. 


Akron, Ohio.—The Sisters of Charity of St. Augustine 
are taking bids on the construction of St. Thomas hos- 
pital, nurses’ home and central heating and power plant, 
to cost about $600,000. 
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DICTATED, J. T. SAYS, BUT NOT READ 
Now should you doubt that summer’s here 
Well here’s the proof that makes it clear. 
I saw a Scot the other day 
Throw his Christmas tree away. 

J. T. Logansport, Ind. 


PLUMBING SALES OPPORTUNITIES 
Some plumbing man evidently sold this dairy farmer an 
jdea, because the farmer put the following advertisement in 
the paper: 
NOTICE—Having installed city water I 
can easily increase my customers for 
milk 100%. 
KNOWN TRUTH. AUTHOR UNKNOWN 
There never was a product made, 
This truth you must confess; 
But what some one could make it worse, 
And sell his junk for less. 
Sent by W. J. H., Kansas City, Mo. 





SO WOULD WE IF WE LOST OUR PIPE 
Judge: When you work, what work do you do? 
Prisoner: I’m an organist. 
Judge: How can a man with such talent ever be out of a 
job? What’s the trouble. 
Prisoner: My monkey died. 
PENBERTHY SALES TALKS. 


LIFE OF THE DEMON OFFICE BOY 
Chapter I 

These are extracts from the life of the demon office boy, 
hereafter to be referred to as the d. o. b. His life is a series 
of trdgedies—to him—to others, comedies. 

On the morning in question the d. o. b. looked into the 
mirror and anxiously ran his hand over his face. Should he 
shave? That was the question. Manhood, his sense of the 
fitness of things, answered—yes. He worked up a great 
lather, sneezed when it got into his nose, gripped his trusty 
safety razor and, leaning close to the mirror, commenced 
operations. Having scraped off the lather, once more he ran 
his hand over his face. Something was wrong! He hadn’t 
succeeded in getting a clean shave. 

Once more he worked up a lather, applied a hot towel to 
his face, lathered again. Once more he gripped the razor 
#imly and went to work. With great care he followed the 
contours of his face; grimacing, to pull the skin tight, anx- 
lously caressing the shaved places. But he had no better 
luck. 

Ten minutes passed. Fifteen. Twenty. At last, in des- 
Pperation, having been over his face with the razor a dozen 
times, he gave it up. Beard must be getting tough if a dozen 
times wouldn’t secure a clean shave. With a sigh he com- 
menced to dry the razor to put it away. He unscrewed the 
handle, let the blade holders fall into his hand. And then 
discovered what was wrong. 

He had been trying to shave without a blade in the razor! 

(Continued in our next. More harrowing adventures.) 


“SY” SEZ 
“I drove eighty miles this morning.” 
“Find a place to park?” 


Burglar: Are the people of the house in? 
Servant: No, they’re all out. 
Burglar: Have you paid your dog license? 
Servant: We haven’t any dog. 
Burglar: Well, then, I’ve come to tune the piano. 
“SY’? MARTIN, Owensboro, Ky. 





GOLF JINGLE 
Mary, Mary, quite contrary, 
How does your golf game got 
Kind sir, to tell I do not dare— 
"Tis quite unladylike to swear. 
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SANITARY MFG. CO. 


Wheeling, W.VAe 


High Grade Plumbers 
Ware—Two-Fired 
Plate 100-E Lavatory on 

Pedestal. Two sizes— 


24x20 inches and 26x22 


inches. 

Plate 126-E “The Tran- 
quil” all white Syphon 
Jet Water Closet Com- 
bination, including— 
Plate 125-E concealed 
jet syphon, to rough 
in at 12 inches: Plate 
218-E large size tank, 

_, With special fittings. 
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Dart Tee Union 
ontheRun 4 


E. M. Dart Mfg. Co. 
Providence, Rhode Island 


The PeirhankeCompany. Sales 
Agents. Canadian Fac- 


tory: Dart Unior 
Limited, Toronto 

















THEY RATE HIGH EVERYWHERE 
Butler Roof Flashings 


Because of their 
> enviable record for 
ay the finest service. 
. Butler Roof Flash- 
ings rate ace high 
with careful plumb- 
ers everywhere. 


Order them from your jobber 
or from us direct. 


BUTLER MFG. CO. 
Minneapolis - Minnesota 




















Your Timex 


Your time should be valu- 
able enough to save. The 
Martin Portable Vise Stand 
and Pipe Bender will enable 
you to do many jobs quicker 
and better. It’s a high 
quality product that makes 
better workmen. Write for 
our ten day FREE trial offer. 





H. P. Martin & Sons 
626 East 2nd Street 
Owensboro :: Kentucky 
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Tools are something 
you buy to USE 
YOURSELF. You 
are entitled to the 
best the world 
affords. 





How much does a 
few cents extra for a | 





Tool amount to 
spread over its aver- 
age life? 

Many Plomb Tools | 
made prior to 1914 | 


are still in use. 


Buy YOUR tools 
where you see th’s 
display board. 

















PLOMB TOOL COMPANY 


LOS ANGELES, CALIF., 2209 Santa Fe Ave. 


CHICAGO NEW YORK 
627 W. Washington Boulevard 1987 Arthur Ave. 


COMPLETE STOCK AT ALL POINTS 


Hot Water for the 


PARAMOUNT BUILDING 


supplied by 
| 
(. 


No higher tribute to Patterson Hot Water [: - 





Hot Water Heaters r 
Heaters could be given than their selection for 
this billion-and-a-half-dollar property. 
This forty-story structure, occupying an 
entire block, is of the French Renaissance 
Period and is the home of the magnificent 


Paramount Theatre in addition to having 
33 floors devoted to offices. 





The more costly a building is the greater 
is the responsibility of selecting its equip- 
ment. It is in buildings of that type that 
you will usually find Patterson Hot Water 
Heaters. 


Regardless of the size of a building, CW. & Geo. L. Rapp. Architects 
Peleus Hot Water Heaters are recomend Geo. E. Gibson Co., Peumbing Contractors 
teed to furnish all the hot water required— as hot as required and as quicky 
as required. And there is a 46-year old concern back of that guarantee, 
ready to make good if the heaters do not live up to every promise. 


Our large catalog sent on request. Write today. 


THE PATTERSON- 
KELLEY CO. 
106 East 40th Street 
New York City 
Sh A RR a ARNT STARMAN OR I GSN EAROMCR Om 


Se etd 
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Plomb Hand Forged | 


| they are going to learn something about matters of sanitation, 


| 


| logg-Mackay Company, and the Interstate Plumbing and 


| sition: 
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Bath a Day ovement 


This week we shipped to W. C. Kerwin, Joplin, Mo., some 
copies of “The Story of the Bath.’ On the front cover was 
printed simply the word “KERIVIN,” 
It is a practical certainty that Mr, 
Kerwin is going to have more than 
one reader for each copy of the 
booklet. So he’s going to have a fine 
bit of publicity among a certain 
group of people. People are going 
to read the booklet, chuckle over it and, while they are chuckling, 


It’s painless education. And it all means that when those people 
have been through the pages of “The Story of the Bath” they 
are going to think of W. C. Kerwin in just a little different 
way, perhaps. Certainly theyre going to think of his business 
as a@ more important one than they ever dreamed of. 


T MAY also be mentioned that Kansas City, Mo., is 
about to receive a little further, and pleasant, in- 
struction along lines of sanitation, when The Kel- 


Heating Company, have sent out into the highways and 


| the byways the copies of ‘“‘The Story of the Bath” which 
| they have secured for distribution. 


This whole matter simply resolves itself into this propo- 
The alert business man who reads “The Story” 
is going to want to distribute it. He’s going to recognize 
immediately its significance and its value to him as ad- 
vertising. 

Perhaps you’ve never read ‘‘The Story of the Bath.” 
As a plumbing contractor, you ought to. It contains some 
historical and health data which would be valuable to 
you in your selling arguments, if in no other way. But 
when you have read it you’ll think of dozens of customers 
who ought to read it so they’d begin to understand that 
health and sanitation have broad results in connection 
with practical and successful living. 

Ask for a free copy of “The Story of the Bath.”’ Write 
“Domestic Engineering,’ 1900 Prairie avenue, Chicago. 


Epigrams—For Your Use 
Politeness eases the jolts of life’s journeys. 


Good dance music always reaches the sole. 
= * * 


A man is never bored when talking about himself. 
* * * 


A bride is very dear but she is given away. 
* * * 


Some people never expect to get what they expect. 
* * * 


A divorce court is where marriage ties are played off. 





Miami, Fla.—The Alex Orr Co., 45 North West Third 
street, has been awarded the plumbing contract in the 


| erection of the $100,000 residence for George B. Sanchez, 


Star Island, Miami Beach. 


Portland, Ore.—The C. S. Whitcomb Plumbing & Heat- 
ing Co. has remodelled the establishment which contains 
their plumbing headquarters and warehouse, at 1211 
Sandy boulevard. 

Portland, Ore.—The United Plumbing & Heating Co. is 
installing plumbing in residences at 592 East Forty- 
seventh street, North; 542 East Twenty-eighth street; 741 
East Fifty-third street; 976 East Thirty-fourth street, 
North. 
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: The Ball Cock Must Be Right— 
Sherwoods ARE! 


Mr. Plumber, you’ve got a real talking point in the closet that is 
fitted with a Sherwood Ball Cock. 


Sherwoods are only a few cents more but continuous service is assured 
and the possibility of inconvenience caused when unreliable ball cocks 
are used, is removed. 

Closes quietly, against any city water pressure without whistling or 
gurgling. 

Take no chances with ordinary ball cocks. Insist upon Sherwood— 
your jobber can get prompt delivery if he doesn’t stock them. 


1 off SHERWOOD BRASS WORKS 
Jefferson and Mt. Elliott Aves. Detroit, Mich. 


Third Representatives: 
the J. A. Riordan Co., Inc. 
A 1315 E. 7th St., Los Angeles 
chez, 2012 L. C.iSmith Bldg., Seattle 
E. S. Thompson, 2401 Chestnut St., Philadelphia 
Fred G. Hoffman, 831 Edgewood Ave., Trenton, N. J. 
Fred S. Wilsey, Plymouth Bldg., Minneapolis 
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Standard Catalog 
size 734"x10%" 


1300 Pages Con- 
densed Catalogs 


2000 Articles 
Listed 


DOMESTIC ENGINEERING 


Here is the book that the buyer of plumbing 
and heating supplies needs every business day of 
the year. 


Revised from cover to cover, every item veri- 
fied and brought up to the minute, with much 
additional data, the 1927 “Domestic Engineering 
Catalog Directory’’ affords the buyer the most 
complete and latest buying information available. 


Condensed catalogs of 469 manufacturers are 
shown in the catalog section, with 13,000 illustra- 
tions. A modern catalog file, bound under one 
cover for desk use. 


Over 2000 articles are listed in the Directory 
Section, with the trade names. Complete street 
addresses of 4000 manufacturers are given in a 
separate section. 

The complete and comprehensive system of 


indexing all sections of the book, makes it easy 
to locate quickly the source of supply of any item 
desired. 


Order Now — the Edition is Limited 


Published by 


Domestic Engineering Company 
1900 Prairie Avenue [Directory Dept.) Chicago, Illinois 


June 4, 1927 


Over 13,000 


Illustrations 


Bound in 


Fabrikoid 


Price $5.00 
Prepaid 
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PATENTS 


Plumbing Department 


1,624,081. Drinking Fountain. Halsey W. Taylor, 
Warren, Ohio. A method of producing uniformity of de- 


livery in a drinking stream projected at an angle to the | 


vertical under fluctuating conditions in the water supply, 
which consists in regulating the amount of water flowing 
through a delivery nozzle to maintain a predetermined 
minimum pressure to produce an arched drinking stream 
of substantial height, and in venting a part of the supply 
under a constant counter-pressure extraneous of the water 
supply to compensate fluctuations above said predeter- 
mined minimum pressure in the water supply. 








1,624,081, 1,624,186, 


1,624,186. Valve. John J. Ryan, Chicago, Ill. In a 
valve, a narrow valve seat, a stem adapted to be moved 
toward and away from said seat, a yielding valve member 
adapted to be seated upon said seat to close said valve, 
and a positive stop on which the valve member is mounted, 
said stop being rotatably mounted in the inner end of 
said stem, adapted to move with said stem and to contact 
aportion of the interior of said valve thereby to limit the 
dosing movement of the valve. 

* * * 

1,624,130. Flush Valve. Thomas Robert Beggs, Hart- 
ford, Conn. In a device of the character described, the 
combination of a housing having an inlet and an outlet, 
an outlet valve normally seated on said outlet, means op- 
erable by fluid pressure for unseating said valve and slowly 
taising it, locking means carried by said valve and con- 
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1,624,130. 
trolling the application of pressure so as to temporarily 
Prevent the return of said valve to its seat, and means 
for releasing said locking means when the valve has been 
Taised a predetermined distance, said releasing means 
being adjustable to vary the distance through which the 
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A Complete Outfit for 
Spray Painting — Only 
150 Pounds in Weight, 


Only $175.00 in Price 


Handigrip Junior—a high grade spray 
painting outfit expressly designed for 
the use of plumbers and heating con- 
tractors, and for interior work of all 


kinds. 





Handigrip Junior Complete Outfit 


Handigrip Features 


Handigrip Junior is self-contained unit, com- 
plete with air compressor, motor (or gasoline 
engine) paint tank, air tank and connections, 
ready to attach to any light socket or base 
plug and operate. 

Handigrip Junior operates on low pressure, 
practically eliminating fumes. It weighs only 
150 pounds, one man can carry it. It is sim- 
plified to the last word. Except for a turn of 
a nut on the gun to adjust the flow of material, 
it does its work without adjustments of any 
kind. It embraces every, essential for a first 
class paint work. It handles lacquer, paint, 
enamels and bronzes. It is mounted on fiber 
wheels, will not injure the finest floor. 


Saves Labor — Gets Business 


With it, as with larger Handigrip units, you 
can do an hour’s work in a few minutes. 
Tedious work made easy. You not only paint 
radiators and pipes—you decorate them. 
Plain bronze, stencil, oxidized or two tone color 
effects easily obtained. You please the cus- 
tomer by doing the inside work quickly. 

It enables you to solicit radiator decoration 
work, creating fill-in business. 


Ask for Demonstration 


The Plummer-Huff Company positive guaranty affords 
you a demonstration in your own work without risk 
to you. Whether or not you are now in the market 
you will wish to know about this new outfit. Write 
for particulars. Kindly address Dept. D. 


Plummer-Huff Company 
Napoleon ‘ ‘ ‘ 


Ohio 
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UMBING 
SPECIALTIES 


Washington Cast Iron Drum Traps 
will give long consistent, satisfac- 
tory service. They are moderate 
in price. 


Our complete line illustrated in our 
catalog ‘‘B’’ 


Fig. 70 Order from your jobber 
Cast Iron DrumTrap 
The Washington Metal Penmaes Company 
WASHINGTON C. H. ts 33 OHIO 





















Stability 


is one of the big 
features of the 
Kalamazoo Water 
Supply System. It 
is built to stand 
long, hard exact- 
ing usage. It isa 
certain way to 
bigger profits. 


Write for catalog. 


NATIONAL WATER LIFT CO. 
KALAMAZOO, MICHIGAN 
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Phillips Self-Drilling 


Expansion Shells ces 
Drill Right — Stay Tight 


Every shell makes its own hole and 
these low cost helpers will be found 
perfectly reliable for holding equip- 
ment to concrete wall, floors, etc. 
Easily installed by hand. 


PHILLIPS DRILL COMPANY 
1537 Cortland St. Chicago, Ill. 
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Use | 


Duriron acid-proof extra heavy 
drain pipe and fittings wherever 
acid or acid waste is handled. 
Duriron is to acid-proofing what 
asbestos is to fire - proofing. 
Stocked for immediate shipment. 


Duriron is produced 


am DURIRON SoMPany 
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valve must be moved before the release of the locking 


means. 
* * * 


72,505. Faucet. William F. Van Eweyk, Milwaukee, 
Wis., assignor to Milwaukee Brass Manufacturing Com- 
pany, Milwaukee, Wis. The ornamental design for q 
faucet, as shown. 








C 1,625.589. 


72,505. 
1,625,589. Silencer or Flow Regulator for Valves, 
Faucets, and the Like. Ralph E. Bletcher and Ernest H. 
Bucknell, Los Angeles, Calif. In a device of the character 
described, a body member provided with an inlet port 
and an outlet port, a deep threaded member therein 
threadedly engaging said body member and provided with 
a valve head on one end, and external means for actuating 
said member for retarding and accelerating the flow of 
liquid through said device and for completely closing the 
said inlet port; said threaded member being adapted for 
the flow of liquid through a circuitous path formed by 
its thread. 


ak * * 
1,624,234. Flush-Tank Ball Seat. Pratt B. Hale, Al- 
bany, Ala. A flush tank fixture comprising an upwardly 


and outwardly flaring annular wall provided with attach- 
ing means, said wall having an outer marginal flange at 
its upper edge, a lateral extension integral with said wall 








1,624,234, 





adapted for connection of an overflow pipe thereto, and 
a removable valve seat substantially of rubber screW 
threaded to the inner surface of said wall and having 4 
flange adapted to hook over said flange, said valve seat 
being adapted to receive a ball valve. 

+ * * 

1,624,382. Water-Softening Apparatus. Kent W. Bart- 
lett, Hammond, Ind. Water softening apparatus including 
a source of water that is to be treated; means for heating 
the water coming from said source; a settling tank having 
one chamber receiving the water to be treated and dis- 
charging at its lower end into a second chamber of the 
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tank; means for introducing softening chemical into the 
water that enters the first aforesaid chamber of the tank; 
a filter; a pipe connecting the second chamber with the 
filter to pass softened water to the filter and having a 
yalve for interrupting the flow of softened water there- 
through; a service pipe through which filtered water 
passes from the filter and having a valve for interrupting 


























| . it 
1,624,382 

the flow of filtered softened water therethrough; piping 
connecting the first aforesaid tank chamber with the filter 
through which water may be passed from the filter to said 
first chamber and having a valve for interrupting flow of 
water therethrough; and a pump for forcing the flow of 
water that passes through the latter piping. 

















* * * 
1,625,536. Swivel Pipe Joint. George Gronner, Daven- 
port, Iowa. A swivel pipe joint embodying a T-fitting, a 


plug for closing one end thereof, said plug formed with a 
recess, a bearing engaged in the opposite end of the fitting, 
a tubular member partially inserted within the T-fitting, 
said tubular member formed with a reduced terminus 
spaced from the fitting, a collar carried by the tubular 
member adjacent the terminus and spaced from the fitting, 
aset screw uniting the collar and the tubular member, a 
packing ring interposed between the collar and the bear- 
ing, and a spring seated in the plug and engaging the 
collar to compress the packing ring. 
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1,624,614. Two-Flow Base-Exchange Water Softener. 
Chester T. McGill, Elgin, Ill., assignor to Reiter Company, 
Elgin, Ill. A base exchange water softener comprising a 
tank, an auxiliary container within the tank, multiple 
layers of filtering material in the tank and in the con- 
tainer, base exchange material supported on the filtering 
material, means for introducing liquid selectively in the 
tank and container below the filtering material, the tank 
and container being in open communication so that the 
fine loose exchange material may be carried from one bed 
to the other by the flow of liquid through the apparatus. 


1.624,61 


ae 
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‘Always Rehable” 


TORCHES AND FURNACES 


Covered by 
Patents 


No. 57—Quart 
No. 58—Pint 

















Their quality has made them so 


One of the leading lines on the 
market today. 


Each torch and furnace is fully guaranteed. 


Most jobbers stock. Others will order. 


OTTO BERNZ CO. INC., Newark, N. J. 


Stocks in Newark, N.J., New York City, Chicago 
and San Francisco 
Offices in Newark, N. J., New York City, Chicago, Fort 
Worth, Denver, Helena, Mont., San Francisco, Los 
Angeles, Seattle and St. Thomas, Ontario. 
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Look at These 
Prominent 
Installations 


Here are just a few of 
the buildings, scat- 
tered from coast to 
coast, in which Sarco 
Radiator Traps have 








been installed. We 
can refer to hundreds 
of others. 


Allerton Hotel, New York 

Majestic Hotel, New York 

Times Square Hotel, New York 

Hotel Royal Bermudiana, Hamilton, 
Bermuda 

Bermuda Club, Bermuda 

Hotel Nassau, Long Beach, L. I. 

Ford Manor Apartment, Detroit, 


Passaic Worsted Spinning Co., 
Passaic, N. J. 
American Snuff Co., Clarkesville, 


Tenn. 
Vacuum Oil Co., Paulsboro, N. J. 
Knights of Columbus Bldg., Haver- 
straw, N. Y. 

Tremont School, Cleveland, Ohio 
idison School, Cleveland, Ohio 
University of Virginia Gym, Char- 

lottesville, Va. 
Farnum School, Royal Oak, Mich. 
Central Village High School, Central 

Village, Conn. 
Moses Taylor Hospital, Scranton, Pa. 
Mercy Hospital, Cedar Rapids, Ia. 
Strand Theatre, Schenectady, N. Y. 
Matson Bldg., San Francisco, Cal. 


ich. 
Police Precinct Bldg., Detroit, Mich. 
J Hotel, Ji t 





n oO . n, . . 
~~ York Pie Baking Co., Newark, 
Ford Assembly Plant, Arabi, La. 
Rollman & Sons, Cincinnati, Ohio 
a i ee Can Co., Jersey City. 
Robert Griffin Co., Jersey City, N. J. 


If you want to be sure, beyond any question of doubt, of install- 
ing radiator traps on which there will be no comeback, no kicks, 
you can’t go wrong on the Sarco. 


Our booklet M-126 explains why. 
SARCO COMPANY, Inc. 
183 Madison Ave., New York City 


Chicago Philadelphia Boston Detroit 
Peacock Bros., Ltd., Montreal 


5 ARC RADIATOR 


TRAPS 


Write for a copy. 


Buffalo Cleveland 
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give them to YOU 


Five Reasons Why 


1 
More Sales—due to the effective {p, 
Pump advertising in leading magazines. 


2 
Quicker Sales—due to recognized depend- 
ability of a product of General Motors. 


3 


Easier Sales—due to General Motors 
Acceptance Corporation’s easy payment 
plan. 


More Profitable Sales—due to liberal 
discounts. 





5 
Minimum Need for Servicing—due to 
improved design, construction, perform- 
ance and in-built quality. 







400 gallons 
per hour— 
every hour 


Get the facts. They’re 
worth knowing. They 
mean bigger profits on 
every installation. And 
now is the time to get 
them. Write today. 


DELCO-LIGHT CO 


P Dept. Q-1 17 
sas Dayton, Ohio 
— . . : Subsidiary of General Motor 
Corporation 


WATER 
SYSTEM 


DOMESTIC 
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1,625,197. Water-Softening Apparatus. Charles P, 
Eisenhauer, Dayton, Chio, assignor to The Duro Company, 
Dayton, Ohio. In an automatie water softening apparatus, 
a container for a softening means, means to deliver hard 
water thereto, means to deliver regenerating materia] 
thereto, a source of regenerating material, valves for con- 


1,625,197. 





trolling the admission of water and regenerating material, 
electrical means for actuating said valves, and means ac- 
tuated by the incoming hard water for making and break- 
ing a circuit connecting said electrical means whereby said 
valves are operated or rendered inoperative. 

* - * 


1,625,198. Automatic Water Softener. Charles P. 
Eisenhauer, Dayton, Ohio, assignor to The Duro Company, 
Dayton, Ohio. In a water softener, a container for soften- 
ing means, a container for regenerating means, means 














1,625,198. 


controlled by the passage of water through the system for 
| regulating the period of regeneration and softening, an 


electrical circuit adapted to be made and broken by said 
| means, a needle valve controlled by said electrical circuit, 


and hydrostatic valves controlled by the hydrostatic pres- 


| sure passing by said needle valve, said valves being 


adapted to operate valves for converting the softener from 


| softening position to regenerating position and back to 
| softening position. 


* * » 


1,625,286. Water Heater. Daniel Justin Shaffer, 
Aurora, Ill., assignor of one-half to Lew E. Worth, Aurora, 
Ill. The combination with a combustion chamber, of 4 
header, means for introducing water at one end of said 
header, means for conveying water or steam away from 


| the opposite end of said header, a plurality of pipes cat 


ried by and depending from said header, said pipes being 
arranged in alignment from one end of the header to the 
other, the upper ends of said pipes being in communica- 


| tion with the header, an interior pipe disposed in each of 


said first named pipes, the upper ends of the interior pipes 
being extended into the header and having cut-away por- 


tions facing the inlet to the header, the bottoms of said 


| interior pipes having free communication with the nterior 


of said first named pipes, and a current-checking partition 
between said interior pipes and said first named pipes 02 
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the side of said interior pipes adjacent to said cut-away 
portions. 


“” * © 
1,625,404. Faucet. Charles N. Wagenseller, Decatur, 
Ill, assignor to Adolph Mueller, trustee, Decatur, Ill. A 
faucet having a stem or shank, adapted to pass through 
an opening in a suitable support, a gasket surrounding 
the stem or shank, the aperture in the gasket being of 















aay. 
1,625,286. 


greater area than the portion of the shank or stem ex- 
tending therethrough, and means located at the periphery 
of the gasket permanently connecting the gasket to the 
face of the faucet body and preventing outward radial 
expansion of the gasket as it is compressed by securing 


the faucet in position on a support. 


Heating Department 
1,624,165. Oil Burner. Alfred C. Emerson, Omaha, 
Nebr. An oil burner comprising a combustion chamber, 
an air passage communicating therewith through a hollow 
tangentially-disposed connection, a burner head in said 


hollow connection portion centrally disposed to permit 
the flow of air past the same, comprising a fuel pipe with 
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“1,624,165. 


a cup-shaped delivery part for the fuel opening forwardly 
and a horizontally disposed corrugated main distributer 
plate beneath, said cup being provided with a forwardly- 
directed air jet opening formed through the said burner 
delivery part, a pilot chamber beneath the said distributer 
plate with an auxiliary distributer plate parallel with and 
beneath the main distributer plate, a pilot baffle in front 
of said pilot burner with passages directing flame beneath 
the auxiliary distributer plate, a-pilot burner with a per- 
forated extension shield disposed beneath the fuel oil 
delivery, and a corrugated baffle of angular form sus- 
pended within said hollow connection with its angle dis- 
posed toward said burner head to spread, distribute and 
mix the air and fuel to promote combustion, coacting as 
Specified, 
~ + a 

1,624,362. Radiator Relief Valve. Emil O. H. Poeppel, 
Chicago, Ill. A radiator relief valve comprising a housing 
having a valve therein, a thermostatic element, said valve 
having a hood depending therefrom and surrounding the 
thermostatic element, means interposed between the valve 
and the thermostatic element adapted to prevent distortion 


of the thermostatic element during its expansion, and a 
member embracing the thermostatic element and having 
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COMET 
RADIATORS 


Apartments are excellent 
prospects for the Comet 
Gas Heating Systems. 
Meters can be installed for 
each apartment and each 
tenant charged with his 
own heating. This elimi- 
nates janitor cost for 
owner. 


Write today for 
particulars. 


COMET RADIATOR CO. 
2010 Market St. Philadelphia, Pa. 








Approved by American Gas Association 











THE 


OTTUMWA PIPE PUSHER 


THIS MACHINE SAVES 
DIGGING UP LAWNS 
AND STREETS. PAYS 
FOR ITSELF ON ONE 
JOB. 







Manufactured by 


OTTUMWA, IOWA 


H, 6, WILLIAMS & SON 








There Is Nothing Better 





No. 22 Coil Fire Pot is extra 


strong and powerful. It is the 
development of forty years of 





experience in making quality 
tools for mechanics’ use. It 
produces a higher degree of heat, 
is strongest possible construc- 
tion and many improved pat- 
ented features add to its effic- 
iency giving greater service and 
satisfaction to the user. Job- 
bers supply our line at factory 
prices. 








| 


No. 22 Coil Fire Pot Clayton & Lambert Mfg. Co. 
Ask for Latest Price 6246 Beaubien St. Detroit, Mich. 





| 








& CINCINNATI'S best traditions of 
8} hospitality are faithfully kept at the 
Hotel Gibson. Here guests are well 
cared for in the most modern manner. The 
Florentine Room is America’s most beautiful 
dining room. 
Coffee Shop offers best of food at popular prices 
—a la carte and table de hote service. 
Cincinnati's largest hotel — 1,000 rooms. 


HOTEL GIBSON 


RJA UP H HITZ MANAGE RO 


pol gpromnetiggtsi 
ROYAL HOSPITALITY IN THE QUEEN CITY % 
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FIREPROOF 


ON THE OCEAN FRONT 





~ 


Veeterred—- 


N SPRING and all seasons by 
those who know and want the best— 


upon either the American or European 
plan —and sensible rates withal. 


GOLF HEALTH BATHS 
AFTERNOON TEAS GARAGE 


JOEL HILLMAN, JULIAN A. HILLMAN, 
PRESIDENT VICE-PRESIDENT 


DANCING 


When in Washington Visit Harvey’s Restaurant: 
11th and Pennsylvania Ave’s. Famous Since 1856 
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Heating Residences 
AND 


Small Buildings 


Gives a thorough descrip- 
tion, with plans and illustra- 
tions, of the heating systems 
used in heating small build- 
ings, such as cottages, bunga- 
lows, two-story residences 
and small garages. 

It takes a typical cottage, 
bungalow, two-story resi- 

and small garage and 

; explains, step by step, the 

heating of each of these buildings by steam, vapor and 
hot water 


__ All details of the systems are thoroughly described and 
illustrated. The layouts are so simple that any steam- 
fitter can use them as guides 


; Proper main and pipe connections, the proper connec- 
tions of chimneys, details about vapor heating and many 
other important features are explained 

Heating Residences and Small Buildings contains 
much practical information and will make a valuable 
addition to any contractor's library 


Price, $1.00 Postpaid 
Published by 


Domestic Engineering 


BOOK DEPARTMENT 
1900 Prairie Avenue :: Chicago, Ill. 





| and Larkin streets. 
| is the architect. 
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a plurality of radially disposed outwardly projecting 
tongues adapted to slidingly engage the inner side of the 
hood during the inter-relative movement of the thermo- 
static element and the hood. 

* * * 


| 


Oil Burner. Parmly H. Ryder and Charles 
W. Moore, Bucyrus, Ohio, assignor to Smokeless Oi] 
Burner Company. An oil burner comprising a cylindrical 
casing having an air inlet intermediate its ends, a tapered 

| air outlet at one end and a threaded aperture at the other 

end, a stem having a tapered end complementary to said 
outlet and an externally threaded portion disposed in said 


1,624,806. 


1,624,806. 


f 


1,624,362. 


threaded aperture, a comparatively large diameter oil 
passage within said stem, a valve associated with said 
stem to control the flow of oil therethrough, and an ad- 
| justable sealed connection between said valve and stem 
| including a tubular member having an external flange at 


| one end slidably fitted in an enlarged bore formed in the 


| adjacent end of said stem, said parts being held in en- 


gagement by a stuffing nut. 
* + * 
1,625,400. Oil Burner. Isaac M. Sharp, San Francisco, 
| Calif. In a telescopically supported liquid fuel burner 
arranged so that it may be placed into active or inactive 


| position by a telescoping movement, means for conducting 
| a blast to the burner, means for conducting fuel to the 


| burner, and means brought into operation by the tele- 


scopic movement of the burner from active to inactive 


| position for interrupting both the flow of fuel and the 


| blast comprising a valve actuated by the movement of the 
burner for interrupting the flow of fuel and an aperture 
through which the blast is admitted, adapted to be closed 


by the burner. 





San Francisco, Calif.—Figures are being taken in con- 


| nection with the construction of the $200,000, 6-story, 
| steel and concrete apartment building to contain 50 


two- and three-room apartments, at the corner of Green 
H. C. Baumann, 251 Kearney street, 


Manchester, Iowa.—The Lennox Furnace Co. is plal- 
ning the construction of an addition to its factory. 
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Classified Advertisements 


§ cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for each 
insertion. One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 





__ Situations Open 


WANTED—SALESMAN IN CHICAGO 
territory familiar with plumbing and 
heating lines. Address Key 847, ‘‘Do- 
mestic Engineering,” 1900 Prairie Ave., 
chicago, eS! eee 
900D EXCLUSIVE DISTRIBUTIONAL 
proposition or side line for man with 
ability, calling on plumbing dealers. 
Communications strictly confidential. 
Koil-Les Heater Company, Geneva, Ill. 


sALESMEN: CALLING ON PLUMBING 
and jobbing trade can secure valu- 
able part time line in restricted terri- 
tories. Write with details other lines, 
ee, W. R. Hughes Corp., Trenton, N. J., 
makers of “Sta-on” Distinctive Bath- 
room Fixtures, 
MANUFACTURERS’ AGENT WANTED 
—to handle high-class line of flush 
valves on commission basis; manufac- 
tured by a high-class manufacturer 
who has been making and selling flush 
valves for 25 years. Detroit, Buffalo 
and Cincinnati territories open; appli- 
cant must have four or five years of 
experience as a manufacturers’ agent, 
working in and around these cities. 
Hedges & Brother, 105 South St., New- 


For Sale 


EXCEPTIONAL OPPORTUNITY 
lam offering my plumbing and heat- 
ing business for sale on very reason- 
able terms, Have been located in 
Patchogue on the South Shore of Long 
Island for 25 years. Reason for sell- 
ing, retiring from business. Have a 
steady going business and will with- 
stand the strictest investigation. $5,000 
cash will be necessary to handle the 
proposition. None but first class parties 
considered. Will use every ability to 
help the purchaser after the turnover 
ismade, The owner intends to remain 
here and will be available at all times. 
Act quick, your inquiry will be given 
Prompt attention. Address Key 861, 
‘Domestic Engineering,” 1900 Prairie 
Ave, Chicago. 





Miscellaneous 














HADCO STOP VALVE TAGS 


STOP VALVE N? 
TO TURN OFF COLD 














i ith name and address mace an ever+ 
ten nan see tab Send for samples and prices. 
HADDON BIN LABEL CO. Haddon Heights, N. J. 





Headquarters for new and used 
pipe machines. We carry at all times, 
all sizes of guaranteed used pipe 
machines from 2 to 12” inclusive. 
New Oster machines always in stock, 
also new dies for all makes. 

THE O’BRIEN MACHINERY COMPANY 

113 North Third St., Philadelphia, Pa. 


Long Distance Telephone: Market 0727 
Cable Address: ‘‘OBRIEN’’ PHILADELPHIA 


Government Proposals 


TREASURY DEPARTMENT, SUPER- 

vising Architect’s Office, Washington, 
D. C., May 21, 1927. Sealed bids will be 
opened in this office at 3 p. m., June 22, 
1927, for furnishing and installing one 
new boiler, connections, etec., in the 
U. S. Post Office and Court House, at 
Jackson, Mich. Drawings and specifi- 
cations may be obtained from the Cus- 
todian, U. S. P. O., and Ct. Ho., Jackson, 
Mich., or from this office in the dis- 
cretion of the Supervising Architect. 
Jas. A. Wetmore, Acting Supervising 
Architect. 


Books for Your Trade Library 





THE TABLE OF ESTIMATED RADIA- 

TION. By Harry B. Perrigo. Gives 
the accurate amount of radiation re- 
quired for any size room. Computed 
from standard recognized rules and 
simplified to a degree that makes it 
readily understood by any man with 
even a limited knowledge of heating. 
Two tables—one for steam and the 
other for water—are printed in two 
colors on heavy celluloid—making four 
pages in all. Substantially bound. Size 
4%x7% in. Saves time and eliminates 
errors. Price, postpaid, $1.00. 





ESTIMATING BLANKS, JOB TICKETS, 
weekly time sheets, order books, il- 
lustrated stationery, etc., for plumbers 
our specialty. Reasonable prices, good 
work, prompt service. We pay postage. 
Samples and prices by return mail. L. 
Fink & Sons Co., School Building, Lau- 
tl Springs, N. J. Est. 1896. 7-31 








PRACTICAL METHODS OF SEWAGE 

DISPOSAL. By H. N. Ogden and H. 
B. Cleveland. Covers in detail the 
problem of sewage disposal for resi- 
dences, hotels and institutions where 
connections to city sewers are not 
available. Size, 5%x9% in. 132 pages. 
Cloth. Price, $1.50. 

















PRACTICE AND THEORY OF SANI- 

TARY PLUMBING. By R. M. Star- 
buck. Vol. I. Contains 400 questions 
with complete and comprehensive an- 
swers, covering everything the plumber 
should know regarding drainage and 
latest requirements in plumbing prac- 
tice. Explains technical terms, gives 
rules and tables and is fully illus- 
trated. So popular has this book be- 
come that the 12th edition has been 
published. The combined set of four 
volumes makes a complete preparation 
for Board and Health and union ex- 
aminations. Size, 5x7 in. 
Cloth. Price $1.50. 


160 pages. 


A PRACTICAL MANUAL OF STEAM, 

Vapor and Hot Water Heating. By 
E. R. Pierce. The latest and most com- 
plete document ever compiled covering 
the construction, operation, installa- 
tion, etc., of these types of heating. A 
real necessity in the library of the 
heating man. Contains more than 50 
heating tables and 60 illustrations, all 
up to date and helpful in the solution 
of your heating problems. Size, 54%x 
8% in., 316 pages. Cloth. Price, $3.00 
postpaid, 


STANDARD PRACTICAL PLUMBING. 
By R. M. Starbuck. An exhaustive 
treatise on all branches of plumbing 
construction, including drainage and 
venting, ventilation, hot and cold water 
supply and _ circulation. Shows the 
latest and best plumbing practice, spe- 
cial attention being given to the skilled 
work of the plumber and to the theory 
underlying plumbing devices and op- 
erations, Contains 347 original {llus- 
trations, each drawn expressly for this 
work. A book every master plumber 
should have in his trade library. Size, 
6x9 in. 406 pages, bound in cloth. Price 
$3.50. 
PRACTICAL STEAM AND HOT WA- 
TER HEATING AND VENTILATING. 
By Alfred G, King. This book should 
be in every steamfitter’s library, A 
strictly up-to-date work, describing 
various systems of heating and ventila- 
tion. Besides the technical features, it 
contains hints on securing contracts, 
business methods, shop practice, rules 
and data for estimating radiation and 
figuring costs, and other tables and 
suggestions that are time savers. Size, 
6x9 in. 368 pages, 300 detailed illustra- 
tions. Cloth. Price, $4.00. 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 


























4c an issue—you might say almost nothing, yet 

dollars worth of new ideas, news, pictures of your 

outings and conventions, and a market section 

that is saving plumbers money in all parts of the 

country. Ask yourself, can you afford not to be a 
© reader—then forward your subscription. 
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JUDD TOILET SEATS 
ARE BUILT TO A STANDARD OF CONSISTENT QUALITY 
Sold by leading jobbers everywhere 


EARL JUDD CORP. WRIGLEY BUILDING 


CHICAGO 











DOMESTIC ENGINEERING 





BUSINESS PAPERS 


—spokesmen for industry 


(PAA AAAS AAA 


MUU Mo 


: HE interpretation of the ethics and ideals of business 

and industry to the public,” said Gerard Swope, 
president of the General Electric Company, at the last 
Associated Business Papers Convention, “‘can have no 
better mouthpiece, can have no better spokesman, than the 
technical and business press.” 


GERARD SWOPE 


This publication you hold in your hand is a business paper. 
The publisher and his editors and advertising men are a 


part of the industry which they serve intimately, acquainted 
with the technical, professional, or trade practices and 


methods of that industry, or business or vocation. 
The editors pick out of the many phases of the flow of 
trade, news and policy trend in methods or machinery which 


will best serve the reader’s needs. The advertising pages 
p are a huge many-leaved coupon on the editorial section. 
And above all, the paper as a whole seeks to express the 
higher purposes and objectives of the small and large busi- 
ness men it serves. 
+ For as Mr. Swope further said in his fine analysis of in- 
dustry responsibility in this same address: 


The A.B. P.is a non- “Tt isn’t necessary to be big to be successful, but it is 
fn ty absolutely essential to be successful to be big. You can’t 


whose members have 
pledged themselves to 
a working code of 
practice in which the 
interests of the men of 
American industry, 
trade and professions 
are placed first--a code 
demanding unbiased 
editorial pages, classi- 
fied and verified paid 
subscribers, and 
honest advertising of 


dependable products, 


grow without that.” 

















